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Preface 


Being entrusted by parents to provide care for their newly born baby 

is both a privilege and an extraordinary responsibility. Since the 

first edition of the Textbook of Neonatal Resuscitation, the Neonatal 
Resuscitation Program® (NRP”) has helped more than 3 million health 
care providers fulfill this responsibility by providing the opportunity 
to acquire the knowledge and skills required to save newborn lives. 
The history and evolution of the NRP is fascinating and provides 
important lessons for health educators. A brief description is available 
on the NRP Web site and is well worth reading. Although the 7th 
edition includes several new recommendations, it emphasizes the same 
guiding principles that have been the foundation of the NRP for nearly 
30 years. 


The original NRP textbook, published in 1987, was based on 
current practice, rational conjecture, and an informal consensus 
among experts. Beginning in 2000, the recommendations in the 
NRP textbook have been developed using a formal international 
consensus process. The American Academy of Pediatrics (AAP) 

and American Heart Association (AHA) partner in the evaluation 
of resuscitation science through the International Liaison Committee 
on Resuscitation (ILCOR). Researchers from the ILCOR Neonatal 
Task Force meet at regular intervals to review the science relevant 
to neonatal resuscitation. In a rigorous process, questions reflecting 
key knowledge gaps are identified, information scientists perform 
extensive literature searches, Neonatal Task Force members 
complete systematic reviews, the quality of scientific evidence is 
graded, and draft summary statements are prepared and published 
online for public comment. Finally, the members of the Task Force 
meet and discuss the summaries until a consensus on science is 
reached and treatment recommendations are formulated. The 

most recent statement, called the 2015 International Consensus on 
Cardiopulmonary Resuscitation and Emergency Cardiovascular Care 
Science With Treatment Recommendations (CoSTR), is based on a 
review of 27 neonatal resuscitation questions evaluated by 38 task 
force members representing 13 countries. After the meeting, each 
ILCOR member organization develops clinical guidelines based on 
the CoSTR document. Although ILCOR members are committed to 
minimizing international differences, each organization’s guidelines 
may vary based on geographic, economic, and logistic differences. The 
most recent guidelines for the United States are called the Neonatal 
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Resuscitation 2015 American Heart Association Guidelines Update for 
Cardiopulmonary Resuscitation and Emergency Cardiovascular 

Care. The guidelines and links to the systematic reviews supporting 
each recommendation are available online (http://pediatrics. 
aappublications.org/content/136/Supplement_2/S196). The NRP 
Steering Committee develops the educational materials that help 
learners acquire the skills necessary to implement the current 
resuscitation guidelines. 


This edition of the textbook includes 11 lessons. Two new lessons 
are dedicated to preparing for resuscitation (Lesson 2) and post- 
resuscitation care (Lesson 8). Similar to the 6th edition, the textbook 
emphasizes the importance of adequate preparation, effective 
ventilation, and teamwork. The details of how to implement 
ventilation corrective steps have been expanded and supplemented 
with additional illustrations. Nearly all drawings have been replaced 
with full-color photographs to enhance clarity. The order of lessons 
has been revised to reflect the increased emphasis on intubation 
before initiating chest compressions. Important changes in practice 
recommendations include new guidelines for the timing of umbilical 
cord clamping, the concentration of oxygen during resuscitation, 
the use of positive end-expiratory pressure (PEEP) and continuous 
positive airway pressure (CPAP) during and after resuscitation, the 
management of meconium-stained amniotic fluid, electronic cardiac 
(ECG) monitoring during resuscitation, the estimation of endotracheal 
tube insertion depth, and methods of thermoregulation for preterm 
(less than 32 weeks’ gestation) newborns. Within each lesson, new 
sections devoted to teamwork and frequently asked questions allow 
additional consideration of these topics in the context of the lesson 
content. 


The production of a textbook as complex as the Textbook of Neonatal 
Resuscitation cannot be accomplished without the effort of a team 

of dedicated and talented individuals. The ongoing partnership 
between the AAP, AHA, and ILCOR provides the infrastructure 
required to complete rigorous systematic reviews and develop 
evidence-based international guidelines. The members of the NRP 
Steering Committee, its liaison representatives, and volunteers spend 
countless hours preparing, reviewing, and debating each word and 
illustration in the textbook in an effort to provide learners with 
practical guidance even when the evidence is insufficient to make a 
definitive recommendation. Continued support from our strategic 
alliance partner, Laerdal Medical, has allowed the NRP to offer 

tools and learning technologies that challenge participants at every 
skill level. Working with Anne Ades (University of Pennsylvania), 
Kimberly Ernst (University of Oklahoma), and Jeanette Zaichkin 
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(AAP), this creative partnership has developed a virtual learning 
environment that allows every NRP provider to participate in 
electronic simulation. Bringing the photographs and printed words to 
paper requires tremendous patience and attention to detail. Members 
of the NICU staff at St Joseph Mercy Hospital-Ann Arbor (Chris 
Adams, Jennifer Boyle, Anne Boyd, Ann Caid) and the University 

of Michigan (Anthony Iannetta, Wendy Kenyon, Shaili Rajput, 

Kate Stanley, Suzy Vesey), along with Jeanette Zaichkin, patiently 
modeled resuscitation skills for our unflappable medical photographer 
Benjamin Weatherston. Most of the live delivery room photographs 
were provided by Christopher Colby and his talented staff at the 

Mayo Clinic-Rochester. Diligent copyediting by Jill Rubino ensured 
consistency and clarity, while every detail involved in coordinating the 
planning, writing, production, and editing was expertly managed by 
Rachel Poulin. 


Every effective team requires strong leadership, and the NRP has 
been guided by a group of exceptional leaders. Jeffrey Perlman 

(Weill Medical College), Jonathan Wylie (James Cook University 
Hospital), and Myra Wyckoff (University of Texas Southwestern) 
provided steadfast leadership culminating in the international science 
and treatment consensus statements. Throughout the production 
cycle, NRP Steering Committee Cochairs Jane McGowan (Drexel 
University), Myra Wyckoff, Steven Ringer (Dartmouth-Hitchcock 
Medical Center), and Marilyn Escobedo (University of Oklahoma) 
patiently moderated spirited debate. Lou Halamek (Stanford 
University) challenged the committee to focus on competence rather 
than compliance and remain dedicated to innovation for the future. 
Jerry Short (University of Virginia) has been responsible for ensuring 
that the program’s educational design and assessment components 
remain consistent with adult learning principles and meet the needs 
of a wide range of learners. John Kattwinkel (University of Virginia) 
was a founding member of the NRP, served as the Steering Committee 
Cochair, edited the previous 4 editions of the textbook, and provided 
the words that expressed the nuances and complexities inherent in 

an international consensus statement. His advice and counsel have 
been critically important during the production of the 7th edition of 
the textbook. He is truly a giant in the world of neonatal resuscitation 
and continues to guide every aspect of the program with his calm 
demeanor and softly spoken wisdom. 


No acknowledgement would be complete without recognizing the 
tireless efforts of Jeanette Zaichkin and Wendy Simon. Jeanette’s 
creativity and boundless energy has been at the center of every recent 
NRP educational activity. Among her contributions, Jeanette is an 
accomplished instructor mentor, edits the NRP instructor materials, 





created the online Instructor Course, coedits the NRP Instructor 
Update, edits the NRP simulation scenarios, and has starred in every 
recent NRP educational video. She has been a partner in every phase 
of the 7th edition beginning with the first draft that was outlined at 
her dining room table. Jeanette carefully considers every sentence 

and instinctively understands the practical implications for readers. 
Oftentimes behind the scenes, Wendy Simon is the person who quietly 
ensures that everything related to the NRP and the ILCOR Neonatal 
Task Force works. She intuitively understands how to advocate for 
important causes, connect people, and facilitate complex international 
projects. Wendy’s conviction inspires the group to achieve more than 
anyone thought possible. Although she rarely accepts compliments, 
parents of children from Boston to Beijing can thank Wendy for their 
newborn’s healthy start. 


Gary M. Weiner, MD, FAAP 





Neonatal Resuscitation 
Program® Provider Course 
Overview 


Neonatal Resuscitation Scientific Guidelines 


The Neonatal Resuscitation Program® (NRP*) materials are based 

on the American Academy of Pediatrics (AAP) and American Heart 
Association (AHA) Guidelines for Cardiopulmonary Resuscitation 
and Emergency Cardiovascular Care of the Neonate (Circulation. 
2015;132:$543-S560). A reprint of the Guidelines appears in the 
Appendix. Please refer to the Guidelines if you have any questions 
about the rationale for the current program recommendations. The 
Guidelines, originally published in October 2015, are based on the 
International Liaison Committee on Resuscitation (ILCOR) consensus 
on science statement. The evidence-based reviews prepared by 
members of ILCOR, which serve as the basis for both documents, 
can be viewed in the Web-based integrated guidelines site (https:// 
eccguidelines.heart.org/index.php/circulation/cpr-ecc-guidelines-2/). 


Level of Responsibility 


The NRP Provider Course consists of 11 lessons, and participants 

are required to complete all 11 lessons to receive an NRP Course 
Completion Card. Even though not all newborn health care providers 
can perform all steps in resuscitation, they may be called to help a team 
and need to be familiar with each step. 


Special Note: Neonatal resuscitation is most effective when performed 
by a designated and coordinated team. It is important for you to know 
the neonatal resuscitation responsibilities of team members who are 
working with you. Periodic practice among team members will 
facilitate coordinated and effective care of the newborn. 


NRP eSim 


NRP eSim is a new online neonatal resuscitation simulation exercise 
required for achieving NRP provider status with the 7th edition. The 
eSim methodology allows learners to integrate the NRP flow diagram 
steps in a virtual environment. For additional information on eSim, 
including Web browser requirements, visit www.aap.org/nrp. 


xi 
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xii 


Lesson Completion 


Successful completion of the online examination and eSim cases is 
required before learners attend the skills/simulation portion of the 
NRP course. Learners must attend the skills/simulation portion of the 
course within 90 days of completing the online examination and eSim 
cases. To successfully complete the course, participants must pass the 
online examination, complete eSim cases, demonstrate mastery of 
resuscitation skills in the Integrated Skills Station, and participate in 
simulated resuscitation scenarios, as determined by the course 
instructor(s). 


Upon successful completion of these requirements, participants are 
eligible to receive a Course Completion Card. Following the skills/ 
simulation portion of the course, learners will receive an e-mail with a 
link to complete an online course evaluation. Once the online course 
evaluation is completed, an electronic Course Completion Card will be 
available in the learner’s NRP Database profile. 


Completion Does Not Imply Competence 


The NRP is an educational program that introduces the concepts and 
basic skills of neonatal resuscitation. Completion of the program does 
not imply that an individual has the competence to perform neonatal 
resuscitation. Each hospital is responsible for determining the level of 
competence and qualifications required for someone to assume clinical 
responsibility for neonatal resuscitation. 


Standard Precautions 


The US Centers for Disease Control and Prevention has recommended 
that standard precautions be taken whenever risk of exposure to blood 
or bodily fluids is high and the potential infection status of the patient 

is unknown, as is certainly the case in neonatal resuscitation. 


All fluid products from patients (blood, urine, stool, saliva, vomitus, etc) 
should be treated as potentially infectious. Gloves should be worn when 
resuscitating a newborn, and the rescuer should not use his or her mouth 
to apply suction via a suction device. Mouth-to-mouth resuscitation 
should be avoided by having a resuscitation bag and mask or T-piece 
resuscitator always available for use during resuscitation. Masks and 
protective eyewear or face shields should be worn during procedures 
that are likely to generate droplets of blood or other bodily fluids. 
Gowns or aprons should be worn during procedures that probably will 
generate splashes of blood or other bodily fluids. Delivery rooms must 
be equipped with resuscitation bags, masks, laryngoscopes, endotracheal 
tubes, mechanical suction devices, and the necessary protective shields. 
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Foundations of Neonatal 
Resuscitation 


What you will learn 
m= Why neonatal resuscitation skills are important 


m Physiologic changes that occur during and after birth 


The format of the Neonatal Resuscitation Program® Flow Diagram 


= Communication and teamwork skills used by effective 
resuscitation teams 


Used with permission of Mayo Foundation for Medical Education and Research. 
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Antenatal counseling. 
Team briefing and equipment check. 


Stay with mother for routine care: 
Warm and maintain normal 


temperature, position airway, 
clear secretions if needed, dry, 
ongoing evaluation. 





Warm and maintain normal 
(A) 1 temperature, position airway, clear 
minute secretions if needed, dry, stimulate. 








PPV. 


Spo; monitor. 


Consider ECG monitor. 


Position and clear airway. 
Spo, monitor. 
Supplemental O, as needed. 
Consider CPAP. 


Post-resuscitation care. 
Team debriefing. 


Check chest movement. 


Ventilation corrective steps if 7 
needed Pre-ductal Spo Target 


ETT or laryngeal mask if needed. 1 min 60%—-65% 
2min 65%-70% 

3min 70%—-75% 

4min 75%-80% 

5min 80%-85% 

10min 85%-95% 





Intubate if not already done. 
Chest compressions. 
© Coordinate with PPV. 
100% Ono. 
ECG monitor. 


IV epinephrine. 


©) If HR persistently below 60 bpm: 
consider hypovolemia, 





consider pneumothorax. 





The Neonatal Resuscitation Program (NRP’) will help you learn the 
cognitive, technical, and teamwork skills that you need to resuscitate 
and stabilize newborns. Although most newborns make the 
cardiorespiratory transition to extrauterine life without intervention, 
many will require assistance to begin breathing and a small number will 
require extensive intervention. After birth, approximately 4% to 10% 
of term and late preterm newborns will receive positive-pressure 
ventilation (PPV), while only 1 to 3 per 1,000 will receive chest 
compressions or emergency medications. Because the need for 
assistance cannot always be predicted, teams need to be prepared to 
provide these lifesaving interventions quickly and efficiently at every 
birth. During your NRP course, your team will learn how to evaluate a 
newborn, make decisions about what actions to take, and practice the 
steps involved in resuscitation. As you practice together in simulated 
cases, your resuscitation team will gradually build proficiency and speed. 


Why do newborns require a different approach to 
resuscitation than adults? 


Most often, adult cardiac arrest is a complication of trauma or existing 
heart disease. It is caused by a sudden arrhythmia that prevents the 
heart from effectively circulating blood. As circulation to the brain 
decreases, the adult victim loses consciousness and stops breathing. At 
the time of arrest, the oxygen and carbon dioxide (CO,) content of 
blood is usually normal. During adult cardiopulmonary resuscitation, 
chest compressions are used to maintain circulation until electrical 
defibrillation or medications restore cardiac function. 


In contrast, most newborns requiring resuscitation have a healthy 
heart. When a newborn requires resuscitation, it is usually caused by a 
problem with respiration leading to inadequate gas exchange. 
Respiratory failure may occur either before or after birth. Before birth, 
fetal respiratory function is performed by the placenta. If the placenta 
is functioning normally, oxygen is transferred from the mother to the 
fetus and CO), is removed. When placental respiration fails, the fetus 
receives an insufficient supply of oxygen to support normal cellular 
functions and CO, cannot be removed. The blood level of acid 
increases as cells attempt to function without oxygen and CO, 
accumulates. Fetal monitoring may show a decrease in activity, loss of 
heart rate variability, and heart rate decelerations. If placental 
respiratory failure persists, the fetus will make a series of gasps 
followed by apnea and bradycardia. If the fetus is born in the early 
phase of respiratory failure, tactile stimulation may be sufficient to 
initiate spontaneous breathing and recovery. If the fetus is born in a 
later phase of respiratory failure, stimulation will not be sufficient and 
the newborn will require assisted ventilation for recovery. The most 





Foundations of Neonatal Resuscitation 


severely affected newborns may require chest compressions and 
epinephrine to allow the compromised heart muscle to restore 
circulation. At the time of birth, you may not know if the baby is in an 
early or a late phase of respiratory failure. After birth, respiratory 
failure occurs if the baby does not initiate or cannot maintain effective 
breathing effort. In either situation, the primary problem is a lack of 
gas exchange and the focus of neonatal resuscitation is effective 
ventilation of the baby’s lungs. 


Many concepts and skills are taught in this program. Establishing 
effective ventilation of the baby’s lungs during neonatal resuscitation is 
the single most important concept emphasized throughout the program. 


What happens during the transition from fetal to 
neonatal circulation? 


Understanding the basic physiology of the cardiorespiratory transition 
from intrauterine to extrauterine life will help you understand the 
steps of neonatal resuscitation. 


Fetal Respiration and Circulation 


Before birth, the fetal lungs do not participate in gas exchange. All of 
the oxygen used by the fetus is supplied from the mother by diffusion 
across the placenta. CO, produced during fetal metabolism is 
transported across the placenta and removed by the mother’s lungs. 
The fetal lungs are expanded in utero, but the potential air sacs 
(alveoli) are filled with fluid instead of air. The pulmonary vessels that 
will carry blood to the alveoli after birth are tightly constricted and 
very little blood flows into them. 


In the placenta, oxygen diffuses from the mother’s blood into adjacent 
fetal blood vessels. The oxygenated fetal blood leaves the placenta 
through the umbilical vein. The umbilical vein travels through the 
liver, joins the inferior vena cava, and enters the right side of the heart. 
Because the pulmonary vessels are constricted, only a small fraction of 
blood entering the right side of the heart travels to the fetal lungs. 
Instead, most of the blood bypasses the lungs, crossing to the left side 
of the heart through an opening in the atrial wall (patent foramen 
ovale) or flowing from the pulmonary artery directly into the aorta 
through the ductus arteriosus (Figures 1.1A and 1.1B). Blood in the 
aorta supplies oxygen and nutrients to the fetal organs. The most 
highly oxygenated blood flows to the fetal brain and heart. Some of the 
blood in the aorta returns to the placenta through the 2 umbilical 
arteries to deliver CO,, receive more oxygen, and restart the circulation 
path. When blood follows this fetal circulation path and bypasses the 
lungs, it is called a right-to-left shunt. 





Ductus Fluid- 
arteriosus filled 


Superior lung 


vena cava 


A 


Foramen 
ovale 


Rigt — A 
atrium \ 






Right ey Figure 1.1A. Fetal Circulation Path: 


\ artery 
ventricle SS NI Only a small amount of blood travels to 
i the lungs. There is no gas exchange in the 


Inferior —— : : . 
lung. Blood returning to the right side of 


vena cava Nyo ee Left 


h Do ventricle the heart from the umbilical vein has the 
Ductus P highest oxygen saturation. 


venosus 


N Umbilical E Descending 
vein aorta 


From placenta 


To placenta =< 


Umbilical 
arteries 


Pulmonary Air- 
artery filled 
lung 


Ductus 
arteriosus 


Right 
atriu 


Closed 
Figure 1.1B. Transitional Circulation foramen ovale 
Path: The baby breathes, pulmonary 
resistance decreases and blood travels to 


the lungs. Gas exchange occurs in the Right f 
ventricle 


lungs. Blood returning to the left side of a 
the heart from the lungs has the highest A i 
Inferior 


oxygen saturation. 
vena cava 





Foundations of Neonatal Resuscitation 


Transitional Circulation 


A series of physiologic changes occur after birth that culminates in a 
successful transition from fetal to neonatal circulation. Table 1-1 
summarizes 3 important physiologic changes that occur during this 
transition. When the baby breathes and the umbilical cord is clamped, 
the newborn uses the lungs for gas exchange. Fluid is absorbed quickly 
from the alveoli and the lungs fill with air. The previously constricted 
pulmonary blood vessels begin to dilate so that blood can reach the 
alveoli where oxygen will be absorbed and CO, will be removed 
(Figures 1.2A and 1.2B). 


Table 1-1. Transition From Fetal to Neonatal Respiration 


Change at Birth 


The baby breathes. The newborn uses the lungs, instead 
The umbilical cord is clamped, of the placenta, for gas exchange. 
separating the placenta from the baby. 






Fluid in the alveoli is absorbed. Air replaces fluid in the alveoli. 
Oxygen moves from the alveoli into 
the pulmonary blood vessels and CO, 
moves into the alveoli to be exhaled. 





Air in the alveoli causes blood vessels | Pulmonary blood flow increases 
in the lung to dilate. and the ductus arteriosus gradually 
constricts. 











The baby’s initial cries and deep breaths help to move fluid from the 
airways. In most circumstances, distention of the lungs with air 
provides sufficient oxygen (21%) to initiate relaxation of the 
pulmonary blood vessels. As blood levels of oxygen increase, the 
ductus arteriosus begins to constrict. Blood previously diverted 
through the foramen ovale and ductus arteriosus now flows from the 
right side of the heart into the lungs and the fetal “right-to-left shunt” 
gradually resolves. Oxygenated blood returning from the baby’s lungs 
travels to the left side of the heart and is pumped through the aorta to 
tissues throughout the body. 


PUPA 


Subsequent 
breaths 





Figure 1.2A. Air replaces fluid in the alveoli. 


Constricted blood Dilated blood 


vessels before birth vessels after birth 
Fluid in i iri 


alveoli alveoli 





Figure 1.2B. Pulmonary blood vessels dilate. 


Although the initial steps in a normal transition occur within a few 
minutes of birth, the entire process may not be completed for hours or 
even several days. For example, studies have shown it may take up to 
10 minutes for a normal term newborn to achieve oxygen saturation 
greater than 90%. It may take several hours for alveolar fluid to be 
completely absorbed. Functional closure of the ductus arteriosus may 
not occur for 24 to 48 hours after birth, and complete relaxation of the 
pulmonary blood vessels does not occur for several months. 


Review 


@ Before birth, the alveoli in the fetal lungs are (collapsed)/ 
(expanded) and filled with (fluid)/(air). 


© Before birth, oxygen is supplied to the fetus by (the placenta)/(the 
fetal lungs). 


© After birth, air in the alveoli causes vessels in the baby’s lungs to 
(constrict)/(relax). 


Answers 


@ Before birth, the alveoli in the fetal lungs are expanded and filled 
with fluid. 


© Before birth, oxygen is supplied to the fetus by the placenta. 


© After birth, air in the alveoli causes vessels in the baby’s lungs to 
relax. 
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How does a newborn respond to an interruption in 
normal transition? 


If there is an interruption in either placental function or neonatal 
respiration, gas exchange within tissues is decreased and the arterioles 
in the intestines, kidneys, muscles, and skin may constrict. A survival 
reflex maintains or increases blood flow to the heart and brain. This 
redistribution of blood flow helps to preserve function of these vital 
organs. If inadequate gas exchange continues, the heart begins to fail 
and blood flow to all organs decreases. The lack of adequate blood 
perfusion and tissue oxygenation interferes with cellular function and 
may lead to organ damage. Table 1-2 summarizes some of the clinical 
findings associated with an interruption in normal transition. 


Table 1-2. Clinical Findings of Abnormal Transition 





e Irregular or absent respiratory effort (apnea) or rapid breathing (tachypnea) 
e Slow heart rate (bradycardia) or rapid heart rate (tachycardia) 

e Decreased muscle tone 

e Low oxygen saturation 

e Low blood pressure 











What is the Neonatal Resuscitation Program Flow 
Diagram? 


The NRP Flow Diagram describes the steps that you will follow to 
evaluate and resuscitate a newborn. It is divided into 5 blocks 
beginning with birth and the initial assessment. Throughout the 
diagram, diamonds indicate assessments and rectangles show actions 
that may be required. Although it is important to work quickly and 
efficiently, you must ensure that you have adequately performed the 
steps of each block before moving on to the next block. Assessments are 
repeated at the end of each block and will determine if you need to 
proceed. The details of each block are described in subsequent lessons. 


e Initial Assessment: Determine if the newborn can remain with the 
mother or should be moved to a radiant warmer for further 
evaluation. 

e Airway (A): Perform the initial steps to establish an open Airway 
and support spontaneous respiration. 

e Breathing (B): Positive-pressure ventilation is provided to assist 
Breathing for babies with apnea or bradycardia. Other interventions 
(continuous positive airway pressure [CPAP] or oxygen) may be 
appropriate if the baby has labored breathing or low oxygen 
saturation. 





Take a moment to familiarize yourself with the layout of the NRP Flow 
Diagram. 





Antenatal counseling. 
Team briefing and equipment check. 












Stay with mother for routine care: 
Warm and maintain normal 
temperature, position airway, 
clear secretions if needed, dry, 
ongoing evaluation. 







Warm and maintain normal 
temperature, position airway, clear 
secretions if needed, dry, stimulate. 









PPV. 


Spo, monitor. 


Consider ECG monitor. 


Position and clear airway. 
Spo, monitor. 
Supplemental O, as needed. 
Consider CPAP. 


Post-resuscitation care. 
Team debriefing. 





Check chest movement. 
Ventilation corrective steps if 
needed. 

ETT or laryngeal mask if needed. 





Pre-ductal Spo2 Target 


1min  60%-65% 
2 min 65%-70% 
3min 70%-75% 
N 4min 75%-80% 

5min 80%-85% 
10min 85%-95% 





Intubate if not already done. 
Chest compressions. 
© Coordinate with PPV. 
100% Oo. 
ECG monitor. 


IV epinephrine. 


(D) If HR persistently below 60 bpm: 
consider hypovolemia, 
consider pneumothorax. 
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e Circulation (C): If severe bradycardia persists despite assisted 
ventilation, Circulation is supported by performing chest 
compressions coordinated with PPV. 

e Drug (D): If severe bradycardia persists despite assisted ventilation 
and coordinated compressions, the Drug epinephrine is 
administered as PPV and chest compressions continue. 


Focus on Teamwork 


Why are teamwork and communication emphasized throughout this 
program? 


Effective teamwork and communication are essential skills during 
neonatal resuscitation. A Joint Commission investigation found that 
poor teamwork and communication were the most common root 
causes for potentially preventable infant deaths in the delivery room. 
During a complex resuscitation, providers will need to perform 
multiple procedures without delay. Confusion and inefficiency may 
occur because several teams of caregivers are working in a confined 
space at the same time. Even though each individual may have the 
knowledge and skills to perform a successful resuscitation, each 
person’s skills will not be used optimally without effective 
coordination. 


Pre-resuscitation team briefing 


The first step in preparing for resuscitation is planning how your team 
will be contacted and who will respond. Once assembled, each team 
member needs to understand his or her role and the tasks he or she 
will be assigned. Perform a pre-resuscitation team briefing before 
every birth to review the clinical situation and the action plan. During 
the briefing, assess perinatal risk factors, identify a team leader, 
delegate tasks, identify who will document events as they occur, 
determine what supplies and equipment will be needed, and identify 
how to call for additional help (Figure 1.3). The pre-resuscitation team 
briefing is important even for well-established teams. A common 
analogy is to compare the medical team’s pre-resuscitation briefing to 
an airline pilot’s preflight check. Even pilots that have flown the same 
flight many times perform their preflight check to ensure their 
passengers’ safety. 


The team leader 


Every resuscitation team needs to have an identified leader. Any team 
member who has mastery of the NRP Flow Diagram and effective 
leadership skills can be the team leader. Effective team leaders 
exemplify good communication skills by giving clear directions to 





Pre-resuscitation Team Briefing 

° Assess perinatal risk factors. 

° Identify a team leader. 

* Delegate tasks. 

° Identify who will document events as 
they occur. 

° Determine what supplies and 
equipment will be needed. 

° Identify how to call for additional help. 





Figure 1.3. Neonatal resuscitation team briefing 


specific individuals, sharing information, delegating responsibilities to 
ensure coordinated care, and maintaining a professional environment. 
A skilled leader effectively utilizes her resources by allowing all team 
members to contribute their unique talents to the resuscitation 
process. It is important for the team leader to remain aware of the 
entire clinical situation, maintain a view of the “big picture” and not 
become distracted by a single activity. This is called situational 
awareness. If the leader is involved in a procedure that diverts her 
attention, the leader may need to appoint another qualified person to 
assume the leadership role. If the person in the leadership role changes 
during the resuscitation, a clear verbal statement should be made so 
that all team members know who is leading the team. 


Effective communication 


Although the team has a leader, every team member shares 
responsibility for ongoing assessment and ensuring that interventions 
are performed in the correct sequence with the correct technique. 
Successful coordination requires team members to share information 
and communicate with each other. Closed-loop communication is a 
technique that ensures instructions are heard and understood. When 
you give an instruction, direct the request to a specific individual, call 
your team member by name, make eye contact, and speak clearly. 
After giving an instruction, ask the receiver to report back as soon as 
the task is completed. After receiving an instruction, repeat the 
instruction back to the sender. For example, 


Sandy: “Robert, I need a 3.5-mm endotracheal tube, with a stylet, 
and a laryngoscope with a size-1 blade. Tell me when they’re ready.” 
Robert: “You want a 3.5-mm endotracheal tube, with a stylet, and a 
laryngoscope with a size-1 blade.” 

Sandy: “Correct.” 
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Once the equipment is ready, 


Robert: “Sandy, a 3.5-mm endotracheal tube, with a stylet, and 
size-1 laryngoscope are ready now.” 


Accurate documentation 


Maintaining accurate documentation during an emergency is a skill 
demonstrated by highly effective teams. Complete records are important 
for clinical decision making and as a source for quality improvement 
data. The sense of urgency surrounding resuscitation can make accurate 
documentation challenging, but preparation can make this essential task 
easier. Events during resuscitation should be documented as they 
occur and supplemented with a retrospective narrative summary. 
Consider using a single time reference for accurately establishing the 
time that events occur. When team members use different watches or 
clocks during resuscitation, potential differences in the time readings 
can cause confusion and errors in documentation. Because multitasking 
can disrupt observation and communication, the recorder should not be 
responsible for other roles. Team members must announce interventions 
and assessments clearly and directly to the recorder. Consider using a 
paper form or electronic template designed specifically for neonatal 
resuscitation. Well-designed forms that follow the NRP Flow Diagram 
enable rapid data entry, allow the recorder to assist the team leader by 
providing prompts for the next intervention, and assist the leader in 
identifying delayed assessments. Ideally, the role of resuscitation 
recorder should be assigned to an experienced team member. Without 
experience, the recorder may have difficulty deciding what is important 
to record and providing decision support to the team leader. Practicing 
accurate documentation warrants the same preparation as any other 
resuscitation skill and should be included in mock codes and simulation. 


Post-resuscitation team debriefing 


Performing a post-resuscitation team debriefing reinforces good 
teamwork habits and helps your team identify areas for improvement. 
A quick debriefing can be performed immediately after the event while 
a more comprehensive debriefing may be scheduled a short time 
afterward. Your debriefings do not have to find major problems to be 
effective. Your team may identify a series of small changes that result 
in significant improvements in your team’s performance. 


The Neonatal Resuscitation Program Key Behavioral Skills 


The 10 NRP Key Behavioral Skills, described in Table 1-3, are adapted 
from previously described models of effective teamwork (Center for 
Advanced Pediatric and Perinatal Education [CAPE], Lucile Packard 
Children’s Hospital at Stanford University). In each of the lessons that 





Table 1-3. Neonatal Resuscitation Program Key Behavioral Skills 





Eka Eg Examples 


Know your environment. 


Perform an equipment check before the baby is delivered. 
Know the location of resuscitation equipment and how to access it. 
Know how to call for help and who is available. 





Use available information. 


Know the prenatal and intrapartum history, including maternal complications, maternal 
medications, and other risk factors. 





Anticipate and plan. 


Perform a pre-resuscitation team briefing to ensure all team members know the clinical 
situation. 


Assign roles and responsibilities. 
Discuss an action plan in the event of complications. 





Clearly identify a team 
leader. 


Identify the team leader before the birth. 

Effective leaders 

- Clearly articulate goals. 

- Delegate tasks as appropriate while monitoring the distribution of workload. 
- Include other team members in assessment and planning. 

- Think “out loud.” 

- Maintain situational awareness. 


- Hand over leadership to another team member if he must become involved in a 
procedure. 





Communicate effectively. 


Call team members by name. 

Share information actively. 

Inform your team if you identify a problem, error, or patient safety concern. 

Order medications by name, dose, and route. 

Use concise, clear language. 

Use closed-loop communication. 

Verify information. 

Ensure that changes in information or assessments are shared with all team members. 
Include family members in communication as appropriate. 





Delegate workload 
optimally. 


Do not duplicate work or use more resources than necessary. 

Change task assignments depending on skill sets and what is required at the moment. 
Do not allow one person to become overloaded with tasks. 

Do not allow the team to become fixated on a single task. 





Allocate attention wisely. 


Maintain situational awareness by scanning and reassessing the clinical situation 
frequently. 


Monitor each other's skill performance to ensure patient safety. 





Use available resources. 


Know what personnel are available. 
Know what additional or special supplies are available and how to access them. 





Call for additional help 
when needed. 


Anticipate the need for additional team members based on risk factors and the progress 
of the resuscitation. 


Call for additional help in a timely manner. 


Know how you will call for additional help and the process for getting the right kind of 
assistance. 








Maintain professional 
behavior. 





Use respectful verbal and nonverbal communication. 
Actively seek and offer assistance. 

Support and promote teamwork. 

Respect and value your team. 
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follow, we will highlight how effective teams use these behavioral skills. 
Improving your teamwork and communication requires deliberate 
practice under conditions that are as realistic as possible. As you review 
each lesson and participate in simulation, think about how these 
behavioral skills can be used to improve your own team’s performance. 


Ethical Considerations 


Neonatal resuscitation is a stressful event that frequently involves complicated 
ethical decision making for parents and health care providers. As you read 

the lessons in the textbook, ethical questions that are relevant to the material 
presented will be highlighted for your consideration. These concepts will be 
explored in detail in Lesson 11. 


Questions to consider: 
What is the difference between ethics and law? 


What are the ethical principles that guide the care of newborns during 
resuscitation? 


Key Points 


@ Some newborns without any apparent risk factors will require 
resuscitation, including assisted ventilation. 


@ Unlike adults, who experience cardiac arrest due to trauma or 
heart disease, newborn resuscitation is usually the result of 
respiratory failure, either before or after birth. 


© The most important and effective action in neonatal resuscitation 
is to ventilate the baby’s lungs. 


Very few newborns will require chest compressions or medication. 


© Prolonged lack of adequate perfusion and oxygenation can lead to 
organ damage. 


© Resuscitation should proceed quickly and efficiently; however, 
ensure that you have effectively completed the steps in each block 
of the Neonatal Resuscitation Program Flow Diagram before 
moving to the next. 


@ Teamwork, leadership, and communication are critical to 
successful resuscitation of the newborn. 





LESSON 1 REVIEW 


1. Before birth, the alveoli in the fetal lungs are (collapsed)/ 
(expanded) and filled with (fluid)/(air). 

2. Before birth, oxygen is supplied to the fetus by (the placenta)/ 
(the fetal lungs). 

3. After birth, air in the alveoli causes vessels in the baby’s lungs to 
(constrict)/(relax). 

4, When resuscitating newborns, chest compressions and 
medication are (rarely)/(frequently) needed. 

5. Members of an effective resuscitation team (share information)/ 
(work quietly and independently). 

Answers 

1. Before birth, the alveoli in the fetal lungs are expanded and 
filled with fluid. 

2. Before birth, oxygen is supplied to the fetus by the placenta. 

3. After birth, air in the alveoli causes vessels in the baby’s lungs to 
relax. 

4. When resuscitating newborns, chest compressions and 
medication are rarely needed. 

5. Members of an effective resuscitation team share information. 


Additional Reading 


Dempsey E, Pammi M, Ryan AC, Barrington KJ. Standardised formal 
resuscitation training programmes for reducing mortality and morbidity 
in newborn infants. Cochrane Database Syst Rev. 2015 Sep 4;9 


Sentinel Event Alert. Issue 30. Preventing infant death and injury during 
delivery. The Joint Commission for the Accreditation of Healthcare 
Organizations (JCAHO). 2004. http://www.jointcommission.org/ 
sentinel_event_alert_issue_30_preventing_infant_death_and_injury_ 
during _delivery/. Accessed March 23, 2015 
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Singhal N, McMillan DD, Yee WH, Akierman AR, Yee YJ. Evaluation 
of the effectiveness of the standardized neonatal resuscitation program. 
J Perinatol. 2001;21(6):388-392 


Thomas EJ, Williams AL, Reichman EF, Lasky RE, Crandell S, Taggart 
WR. Team training in the neonatal resuscitation program for interns: 
teamwork and quality of resuscitations. Pediatrics. 2010;125(3):539-546 


What you will learn 








Risk factors that can help predict which babies will require 
resuscitation 


How to assemble a resuscitation team 
Four key questions to ask the obstetric provider before birth 
How to perform a pre-resuscitation team briefing 


How to assemble and check resuscitation supplies and equipment 





Preparing for Resuscitation 


Case: Preparing for a birth with perinatal risk factors 


A 30-year-old woman enters the hospital in labor at 36 weeks’ 
gestation. She has insulin-requiring gestational diabetes and 
hypertension. She is found to have ruptured membranes with clear 
amniotic fluid. Fetal heart rate monitoring shows a Category II pattern 
(indeterminate pattern requiring evaluation, surveillance, and possibly 
other tests to ensure fetal well-being). Labor progresses rapidly and a 
vaginal birth is imminent. The obstetric provider calls your 
resuscitation team to attend the birth. As your team enters the room, 
you introduce yourselves, ask the obstetric provider 4 brief questions, 
and determine that there are several perinatal risk factors. The team 
proceeds to identify a team leader, performs a pre-resuscitation team 
briefing, discusses roles and responsibilities if interventions are 
required, and performs a complete equipment check. 


Why is it important to anticipate the need for 
resuscitation before every birth? 


You should be prepared to resuscitate the newborn at every birth. 
Table 2-1 describes risk factors that increase the likelihood that the 
newborn will require support with transition or resuscitation. 
Thoughtful consideration of these risk factors will help you identify 
the correct personnel to attend the birth. Although attention to these 
risk factors is helpful and will identify most newborns that require 
resuscitation after birth, some newborns without any apparent risk 
factors will require resuscitation. 


Table 2-1. Perinatal Risk Factors Increasing the Likelihood of Neonatal Resuscitation 


Antepartum Risk Factors 


Gestational age less than 36 0/7 weeks 


Preeclampsia or eclampsia 
Maternal hypertension 
Multiple gestation 

Fetal anemia 
Polyhydramnios 


Emergency cesarean delivery 
Forceps or vacuum-assisted delivery 
Breech or other abnormal presentation 


Maternal general anesthesia 
Maternal magnesium therapy 
Placental abruption 





Gestational age greater than or equal to 41 0/7 weeks 


Intrapartum Risk Factors 


Category Il or Ill fetal heart rate pattern* 


Oligohydramnios 

Fetal hydrops 

Fetal macrosomia 

Intrauterine growth restriction 

Significant fetal malformations or anomalies 
No prenatal care 


Intrapartum bleeding 

Chorioamnionitis 

Narcotics administered to mother within 4 hours of delivery 
Shoulder dystocia 

Meconium-stained amniotic fluid 

Prolapsed umbilical cord 











*See Appendix 3 for description of fetal heart 
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What questions should you ask before every birth? 


It is important for the obstetric and newborn health care providers to 
coordinate care by establishing effective communication. Before every 
birth, review the antepartum and intrapartum risk factors described in 
Table 2-1. Ask the following 4 pre-birth questions: 


@ What is the expected gestational age? 
@ Is the amniotic fluid clear? 
© How many babies are expected? 


© Are there any additional risk factors? 


Based on the responses to these questions, determine if you have 
assembled the necessary personnel and equipment. 


What personnel should be present at delivery? 


e Every birth should be attended by at least 1 qualified individual, 
skilled in the initial steps of newborn care and positive-pressure 
ventilation (PPV), whose only responsibility is management of the 
newly born baby. 


e If risk factors are present (Table 2-1), at least 2 qualified people 
should be present solely to manage the baby. The number and 
qualifications of personnel will vary depending on the anticipated 
risk, the number of babies, and the hospital setting. 


e A qualified team with full resuscitation skills, including endotracheal 
intubation, chest compressions, emergency vascular access and 
medication administration, should be identified and immediately 
available for every resuscitation. 


- The resuscitation team should be present at the time of birth if 
the need for extensive resuscitation measures is anticipated. 


- Itis not sufficient to have the team with these advanced skills on 
call at home or in a remote area of the hospital. When 
resuscitation is needed, it must begin without delay. 


For example, a nurse at an uncomplicated birth might evaluate 
gestational age, muscle tone, and respirations, and provide tactile 
stimulation. If the newborn does not respond appropriately, the nurse 
would position and clear the airway, start PPV, and initiate an 
emergency call for immediate assistance. Quickly, a second person 
comes to the warmer to assess the efficacy of PPV and places a pulse 
oximeter sensor. Another provider with full resuscitation skills, 
including intubation and umbilical vein catheter insertion, is in the 
immediate vicinity and arrives to assist the team. 


19 





Preparing for Resuscitation 


20 


In the case of an anticipated high-risk birth, such as an extremely 
premature baby or prolapsed umbilical cord, a team with sufficient 
personnel to provide PPV, intubate the trachea, perform chest 
compressions, obtain emergency vascular access, prepare medications, 
and document events should be assembled before the birth. Depending 
on the setting, this will likely require 4 or more qualified providers. 


Each hospital must develop and practice a system for assembling a 
resuscitation team. Identify how the team will be alerted if risk factors 
are present, who will be called, and how additional help will be called if 
necessary. Practice a variety of scenarios to ensure that you have 
sufficient personnel immediately available to perform all of the 
necessary tasks. 


Review 


@ What are the 4 pre-birth questions to ask the obstetric provider 
before every birth? 


@ Every delivery should be attended by at least 1 skilled person 
(whose only responsibility is the management of the newborn)/ 
(who shares responsibility for the mother and newborn’s care). 


Answers 


@ The 4 pre-birth questions are 
i. What is the expected gestational age? 
ii. Is the amniotic fluid clear? 
iii. How many babies are expected? 
iv. Are there any additional risk factors? 


@ Every delivery should be attended by at least 1 skilled person 
whose only responsibility is the management of the newborn. 


Perform a pre-resuscitation team briefing. 


Once your team is assembled, review the risk factors and any 
management plans developed during antenatal counseling. Identify the 
team leader, discuss the possible scenarios that your team may 
encounter, and assign roles and responsibilities. Use all of the available 
perinatal information to anticipate potential complications and plan 
your response. For example, if the obstetric provider tells you that the 
mother has just received narcotic analgesia, you will be prepared for a 





sedated baby that may require assisted ventilation. Discuss who will 
perform the initial assessment, who will stimulate the baby, who will 
start PPV if needed, and who will document the events. Sample scripts 
for performing pre-resuscitation team briefings are available on the 
Neonatal Resuscitation Program® (NRP*) Web site. 


What supplies and equipment should be available? 


All supplies and equipment necessary for a complete resuscitation 
must be readily available for every birth. When a high-risk newborn is 
expected, all appropriate supplies and equipment should have been 
checked and ready for immediate use. It is not sufficient to simply look 
at what is on the radiant warmer. It is much more effective to establish 
an organized routine, preferably with a standardized checklist, before 
every birth. In this way, you will confirm what is ready for immediate 
use and identify which pieces of equipment are missing. 


The appendices of this lesson include 2 lists. The NRP Quick 
Equipment Checklist is a tool that you can use during your briefing 

to check the most essential supplies and equipment. The checklist 
follows the steps of the NRP Flow Diagram. Ask yourself, “Can I 

warm the baby, clear the airway, auscultate, ventilate, oxygenate, 
intubate, and medicate?” Consider keeping the NRP Quick Equipment 
Checklist near the radiant warmer so that it is accessible before every 
birth. The Neonatal Resuscitation Supplies and Equipment List is a 
comprehensive inventory of the supplies and equipment that should be 
available within the resuscitation area. 


Focus on Teamwork 


The preparation phase of neonatal resuscitation highlights several 
opportunities for effective teams to use the NRP Key Behavioral Skills. 


Behavior Example 


Anticipate and plan. Know which providers will be called to attend the birth based on the perinatal risk factors. 
Perform a standardized equipment check before every birth. 
Assign roles and responsibilities. 





Use all available information. | Ask the obstetric provider the 4 pre-birth questions to identify risk factors. 
Use available resources. Prepare additional supplies and equipment, as necessary, based on these risk factors. 





Know your environment. Know how the resuscitation team is called and how additional personnel and resources 
can be summoned. 


Know how to access additional equipment and supplies for a complex resuscitation. 





Clearly identify a leader. If risk factors are present, identify a team leader before the birth and perform a pre- 
resuscitation team briefing to ensure that everyone is prepared and responsibilities are 
defined. 
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Frequently asked questions 
What is the ideal number of people to have on the resuscitation team? 


There is no single correct answer to this question. You must have 
sufficient personnel immediately available to perform all of the 
necessary tasks without delay. The personnel required at any particular 
birth will depend on the identified risk factors, the qualifications of the 
individuals on the team, and the setting. Simulate different scenarios 
to ensure that you have sufficient personnel on your team to perform 
all necessary procedures quickly and efficiently. For a complex 
resuscitation, this will require 4 or more people. 


Who can be a team leader? Can the leadership role shift during 
resuscitation? 


Any well-trained neonatal resuscitation care provider can be the team 
leader. A neonatal resuscitation team leader needs to fully understand 
the NRP Flow Diagram and have strong leadership skills. The leader 
does not have to be the most senior member of the team or the 
individual with the most advanced degree. That person may have 
technical skills that will be required during the resuscitation and may 
not be able to maintain her full attention on the baby’s condition. The 
team leader needs to be in a position to observe and direct all of the 
team’s activities. If the leader is performing a procedure that occupies 
her attention, it is appropriate to transfer the leadership role to 
another qualified team member. A clear verbal statement indicating 
the change in leadership helps to avoid confusion. 


Ethical Considerations 


Questions to consider 
What laws apply to neonatal resuscitation? 
What discussions should be held with parents prior to a very high-risk birth? 


These questions are explored in detail in Lesson 11. 


Key Points 
@ Identify perinatal risk factors by asking the obstetric provider 4 
questions prior to the birth. 
i. What is the expected gestational age? 
ii. Is the amniotic fluid clear? 
iii. How many babies are expected? 


iv. Are there any additional risk factors? 


@ 


© 





Many, but not all, babies who will require neonatal resuscitation 
can be identified by the presence of perinatal risk factors. 


Every birth should be attended by at least 1 qualified individual, 
skilled in the initial steps of newborn care and PPV, whose only 
responsibility is management of the newly born baby. 


If risk factors are present, at least 2 qualified people should be 
present solely to manage the baby. The number and qualifications 
of personnel will vary depending on the anticipated risk, the 
number of babies, and the hospital setting. 


A qualified team with full resuscitation skills, including 
endotracheal intubation, chest compressions, emergency vascular 
access, and medication administration, should be identified and 
immediately available for every resuscitation. This team should be 
present at the birth if the need for extensive resuscitation measures 
is anticipated. 


All supplies and equipment necessary for a complete resuscitation 
must be readily available and functional. 


When a high-risk newborn is expected, all appropriate supplies 
and equipment should have been checked and ready for immediate 
use. 


Use an organized equipment checklist that becomes a routine 
before every birth. 


LESSON 2 REVIEW 


1. What are the 4 pre-birth questions to ask the obstetric provider 
before every birth? 


i. 
ii. 
iii. 


iv. 


2. Every delivery should be attended by at least 1 skilled person 


(whose only responsibility is the management of the newborn)/ 
(who shares responsibility for the mother and newborn’s care). 


3. Ifa high-risk birth is anticipated, (1 qualified person)/(a 


qualified team) should be present at the birth. 
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4. When a high-risk newborn is anticipated because of the 
presence of risk factors, resuscitation supplies and equipment 
(should)/(should not) be unpacked and ready for use. 


5. During the pre-resuscitation team briefing, (prepare for a 
routine delivery because you do not know what will be needed)/ 
(anticipate potential complications and discuss how 
responsibilities will be delegated). 


6. A qualified nurse or respiratory care practitioner who has been 
trained in neonatal resuscitation and has strong leadership skills 
(can)/(cannot) be the team leader. 


Answers 


1. The 4 pre-birth questions are 
i. What is the expected gestational age? 
ii. Is the amniotic fluid clear? 
iii. How many babies are expected? 


iv. Are there any additional risk factors? 


2. Every delivery should be attended by at least 1 skilled person 
whose only responsibility is the management of the newborn. 


3. Ifa high-risk birth is anticipated, a qualified team should be 
present at the birth. 


4. When a high-risk newborn is anticipated because of the 
presence of risk factors, resuscitation supplies and equipment 
should be unpacked and ready for use. 


5. During the pre-resuscitation team briefing, anticipate potential 
complications and discuss how responsibilities will be delegated. 


6. A qualified nurse or respiratory care practitioner who has been 
trained in neonatal resuscitation and has strong leadership skills 
can be the team leader. 


Additional Reading 


Aziz K, Chadwick M, Baker M, Andrews W. Ante- and intra-partum 
factors that predict increased need for neonatal resuscitation. 
Resuscitation. 2008;79(3):444-452 


Katheria A, Rich W, Finer N. Development of a strategic process using 
checklists to facilitate team preparation and improve communication 
during neonatal resuscitation. Resuscitation. 2013;84(11):1552-1557 
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Appendix 1. Neonatal Resuscitation Program Quick 
Equipment Checklist 


This checklist includes only the most essential supplies and equipment 
needed at the radiant warmer for most neonatal resuscitations. Tailor 
this list to meet your unit-specific needs. Ensure that an equipment 
check has been done prior to every birth. 





Warm e Preheated warmer 


Warm towels or blankets 





Temperature sensor and sensor cover for prolonged resuscitation 





e Hat 





Plastic bag or plastic wrap (<32 weeks’ gestation) 





Thermal mattress (<32 weeks’ gestation) 


Clear Bulb syringe 





airway 


10F or 12F suction catheter attached to wall suction, set at 80 to 100 mm Hg 





Meconium aspirator 
Stethoscope 
Flowmeter set to 10 L/min 


Auscultate 


Ventilate 





Oxygen blender set to 21% (21%-30% if <35 weeks’ gestation) 





Positive-pressure ventilation (PPV) device 





Term- and preterm-sized masks 





8F feeding tube and large syringe 


Oxygenate Equipment to give free-flow oxygen 





Pulse oximeter with sensor and cover 


Target oxygen saturation table 


Intubate 


Laryngoscope with size-0 and size-1 straight blades (size 00, optional) 





Stylet (optional) 





Endotracheal tubes (sizes 2.5, 3.0, 3.5) 





Carbon dioxide (CO,) detector 





Measuring tape and/or endotracheal tube insertion depth table 





Waterproof tape or tube-securing device 





Scissors 





e Laryngeal mask (size 1) and 5-mL syringe 
Medicate Access to 





¢ 1:10,000 (0.1 mg/mL) epinephrine 





e Normal saline 


e Supplies for placing emergency umbilical venous catheter and administering 
medications 








e Electronic cardiac (ECG) monitor leads and ECG monitor 
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Appendix 2. Neonatal Resuscitation Supplies and 
Equipment List 


Suction equipment 

Bulb syringe 

Mechanical suction and tubing 

Suction catheters, 5F or 6F, 10F, 12F or 14F 
8F feeding tube and large syringe 
Meconium aspirator 


Positive-pressure ventilation equipment 


Device for delivering positive-pressure ventilation 

Face masks, newborn and preterm sizes 

Oxygen source 

Compressed air source 

Oxygen blender to mix oxygen and compressed air with flowmeter 
(flow rate set to 10 L/min) and tubing 

Pulse oximeter with sensor and cover 

Target oxygen saturation table 


Intubation equipment 


Laryngoscope with straight blades, No. 0 (preterm) and No. 1 (term) 
Extra bulbs and batteries for laryngoscope 

Endotracheal tubes, 2.5-, 3.0-, 3.5-mm internal diameter (ID) 
Stylet (optional) 

Measuring tape 

Endotracheal tube insertion depth table 

Scissors 

Waterproof tape or tube-securing device 

Alcohol pads 

CO, detector or capnograph 

Laryngeal mask (or similar supraglottic device) and 5-mL syringe 
5F or 6F orogastric tube if insertion port present on laryngeal mask 


Medications 

Epinephrine 1:10,000 (0.1 mg/mL)—3-mL or 10-mL ampules 
Normal saline for volume expansion—100 or 250 mL 
Dextrose 10%, 250 mL (optional) 

Normal saline for flushes 

Syringes (1-mL, 3-mL or 5-mL, 20- to 60-mL) 





Umbilical vessel catheterization supplies 


Sterile gloves 

Antiseptic prep solution 

Umbilical tape 

Small clamp (hemostat) 

Forceps (optional) 

Scalpel 

Umbilical catheters (single lumen), 3.5F or 5F 

Three-way stopcock 

Syringes (3-5 mL) 

Needle or puncture device for needleless system 

Normal saline for flushes 

Clear adhesive dressing to temporarily secure umbilical venous 
catheter to abdomen (optional) 


Miscellaneous 


Gloves and appropriate personal protection 

Radiant warmer or other heat source 

Temperature sensor with sensor cover for radiant warmer (for use 
during prolonged resuscitation) 

Firm, padded resuscitation surface 

Timer/clock with second hand 

Warmed linens 

Hat 

Stethoscope (with neonatal head) 

Tape, 1/2 or 3/4 inch 

Electronic cardiac (ECG) monitor leads and ECG monitor 

Intraosseous needle (optional) 


For very preterm babies 


Size-00 laryngoscope blade (optional) 

Food-grade plastic bag (1-gallon size) or plastic wrap 

Thermal mattress 

Transport incubator to maintain baby’s temperature during move to 
the nursery 
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Appendix 3. Fetal Heart Rate Categories 


Category I: This is a normal tracing and is predictive of normal fetal 
acid-base status at the time of the observation, and routine follow-up is 
indicated. 


Category II: This is considered an indeterminate tracing. There is 
currently inadequate evidence to classify them as either normal or 
abnormal. Further evaluation, continued surveillance, and 
reevaluation are indicated. 


Category III: This is an abnormal tracing and is predictive of abnormal 
fetal acid-base status at the time of the observation. A Category III 
tracing requires prompt evaluation and intervention. 


Reference 


Macones GA, Hankins GD, Spong CY, Hauth J, Moore T. The 2008 
National Institute of Child Health and Human Development 
workshop report on electronic fetal monitoring: update on definitions, 
interpretation, and research guidelines. Obstet Gynecol. 2008;112(3): 
661-666 





Lesson 2: Performance Checklist 


Preparing for Resuscitation 


The Performance Checklist Is a Learning Tool 


The learner uses the checklist as a reference during independent 
practice or as a guide for discussion and practice with a Neonatal 
Resuscitation Program (NRP) instructor. When the learner and 
instructor agree that the learner can perform the skills correctly and 
smoothly without coaching and within the context of a scenario, the 
learner may move on to the next lesson’s Performance Checklist. 


Note: If the institution policy is that a T-piece resuscitator normally is 
used in the delivery room, the learner should demonstrate proficiency 
with that device. However, he or she also should demonstrate ability to 
use a bag and mask. 


Knowledge Check 


@ Whatare the 4 pre-birth questions? What is the purpose of these 
questions? 


© Who can be the leader of a resuscitation? When might leadership 
shift? 


© What happens at a pre-resuscitation team briefing? 


© Where will you find the NRP Quick Equipment Checklist used in 
our birth setting? 


Learning Objectives 


@ [Identify antepartum and intrapartum risk factors for neonatal 
resuscitation. 


@ Demonstrate a pre-resuscitation team briefing. 


© Demonstrate an organized method for checking equipment and 
supplies. 
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Scenario 


“You are notified that a woman has been admitted to the hospital in 
active labor. Check your supplies and equipment and prepare for the 
birth. As you work, say your thoughts and actions aloud so I will know 
what you are thinking and doing.” 


Instructor should check boxes as the learner responds correctly. The 
learner may refer to the NRP Quick Equipment Checklist or use a 
unit-specific checklist to ensure the availability and function of essential 
supplies and equipment. 


Y Critical Performance Steps 


Ask the 4 pre-birth questions. 
What is the expected gestational age? “36 weeks’ gestation” or “29 weeks’ gestation” 
Is the amniotic fluid clear? “Yes” or “Blood stained” 





n" 


How many babies are expected? “1 
Are there any additional risk factors? "Gestational hypertension” or “Preeclampsia” 
Assemble team. 








Assembles team based on perinatal risk factors 





Perform pre-resuscitation briefing. 





Identifies team leader 





Discusses possible clinical scenarios and assign roles and responsibilities 





Perform equipment check. 





Demonstrates an organized routine to locate the most essential supplies needed for newborn resuscitation 








Warm. 





e Preheated warmer 

e Warm towels or blankets 

e Temperature sensor and sensor cover for prolonged resuscitation 
e Hat 

e Plastic bag or plastic wrap (<32 weeks’ gestation) 

¢ Thermal mattress (<32 weeks’ gestation) 





Clear the airway. 





e Bulb syringe 
e 10F or 12F suction catheter attached to wall suction, set at 80 to 100 mm Hg 
e Meconium aspirator 





Auscultate. 














e Stethoscope 
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Y (Critical Performance Steps 


Ventilate. 





e Flowmeter set to 10 L/min 

© Oxygen blender set to 21% (21%-30% if <35 weeks’ gestation) 
¢ Positive-pressure ventilation (PPV) device 

e Term- and preterm-sized masks 

¢ 8F feeding tube and large syringe 





Oxygenate. 


e Equipment to give free-flow oxygen 
e Pulse oximeter with sensor and cover 
e Target oxygen saturation table 





Intubate. 





e Laryngoscope with size-0 and size-1 straight blades (size 00, optional) 
e Stylet (optional) 

e Endotracheal tubes (sizes 2.5, 3.0, 3.5) 

e Carbon dioxide (CO,) detector 

e Measuring tape and/or endotracheal tube insertion depth table 

e Waterproof tape or tube-securing device 

e Scissors 

e Laryngeal mask (size 1) and 5-mL syringe 

e Electronic cardiac (ECG) monitor leads and ECG monitor 





Medicate. 








Access to 

e 1:10,000 (0.1 mg/mL) epinephrine 

e Normal saline 

e Supplies for placing emergency umbilical venous catheter and administering medications 








Debrief 


Instructor asks the learner debriefing questions to enable self- 
assessment, such as 


ð 


Tell me how using this organized approach to checking 
resuscitation equipment works for you. 


If all equipment and supplies are present, how long would it take 
you to confirm readiness for a birth? 


Which of the NRP Key Behavioral Skills are demonstrated during 
preparation for resuscitation? 





Preparing for Resuscitation 


32 





NRP Key Behavioral Skills 


Know your environment. 

Use available information. 
Anticipate and plan. 

Clearly identify a team leader. 
Communicate effectively. 

Delegate workload optimally. 
Allocate attention wisely. 

Use available resources. 

Call for additional help when needed. 


Maintain professional behavior. 





What you will learn 
How to perform a rapid assessment of the newborn 
The initial steps of newborn care 
How to determine if additional steps are required 
What to do if a baby has persistent cyanosis or labored breathing 
How to use a pulse oximeter and interpret the results 
How to give supplemental oxygen 
When to consider using continuous positive airway pressure 


What to do when meconium-stained amniotic fluid is present 


Used with permission of Mayo Foundation for Medical Education and Research. 
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Antenatal counseling. 
Team briefing and equipment check. 


Stay with mother for routine care: 
Warm and maintain normal 
temperature, position airway, 
clear secretions if needed, dry, 
ongoing evaluation. 







Warm and maintain normal 
temperature, position airway, clear 
secretions if needed, dry, stimulate. 


PPV. Position and clear airway. 

Spo; monitor. Spo» monitor. 
Consider ECG monitor. Supplemental O, as needed. 
Consider CPAP. 


Post-resuscitation care. 
Team debriefing. 


Check chest movement. 


Ventilation corrective steps if 7 
needed Pre-ductal Spoo Target 


ETT or laryngeal mask if needed. 1 min 60%—-65% 
2min 65%-70% 
3min 70%—-75% 
4min 75%-80% 
5min 80%-85% 

10min 85%-95% 





Intubate if not already done. 
Chest compressions. 
Coordinate with PPV. 

100% Ono. 
ECG monitor. 


IV epinephrine. 


If HR persistently below 60 bpm: 
consider hypovolemia, 
consider pneumothorax. 








The following 2 cases are examples of how the initial steps of newborn 
care may be performed. As you read each case, imagine yourself as part 
of the resuscitation team. 


Case 1: An uncomplicated birth 


A healthy woman enters the hospital in active labor at 39 weeks’ 
gestation. Her pregnancy has been uncomplicated. Her membranes 
rupture shortly after arrival and the amniotic fluid is clear. The nurse 
assigned to the baby’s care completes a standardized equipment check 
to ensure that neonatal resuscitation equipment and supplies are ready 
for use if needed. Labor progresses without complications and a baby 
girl is born. She appears to be full-term, has good muscle tone, and 
cries vigorously. She is positioned skin-to-skin on her mother’s chest 
and covered with a warm blanket. A nurse gently dries and stimulates 
her. One minute after birth, the cord is clamped and cut. Her color 
becomes increasingly pink as she continues to make the transition to 
newborn circulation. The nurse assigned to the baby’s care continues 
to evaluate her respiratory effort, tone, color, and thermoregulation. 
Shortly after birth, her mother positions the newborn to initiate 
breastfeeding. 


Case 2: Delayed transition 


A multiparous woman presents at 39 weeks’ gestation with active labor 
and ruptured membranes. Soon after admission, she develops a fever 
and receives intrapartum antibiotics for suspected chorioamnionitis. 
Fetal heart rate monitoring shows a Category II pattern (indeterminate 
pattern, requiring evaluation and surveillance and possibly other tests 
to ensure fetal well-being). Labor progresses and the obstetric 
providers call your resuscitation team to attend the vaginal birth. 
When you enter the room, you introduce the team to the laboring 
mother and ask the obstetric provider 4 pre-birth questions to assess 
perinatal risk factors. Your team completes a pre-resuscitation team 
briefing and equipment check. 


Immediately after birth, the baby boy has poor tone and does not cry. 
The obstetric provider holds him in a warm blanket, gently suctions 
his mouth and nose with a bulb syringe, and stimulates him to breathe 
by gently rubbing his back. The baby still has poor tone and irregular 
respiratory effort. The cord is clamped and cut and he is brought to the 
radiant warmer. You position his head and neck to open his airway 
while an assistant continues to provide gentle stimulation. Another 
provider documents the events as they occur. His tone and respiratory 
effort quickly improve. Listening with a stethoscope, your assistant 
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reports that the baby’s heart rate is 120 beats per minute (bpm) and 
there are good breath sounds. Five minutes after birth, he still has 
central cyanosis and a pulse oximetry sensor is secured on his right 
hand. His oxygen saturation (Spo) is below the minute-specific value 
shown on the Flow Diagram, so he is given supplemental oxygen by 
holding oxygen tubing close to his face. The oxygen concentration is 
adjusted so that his oxygen saturation remains within the target range. 
By 10 minutes after birth, he is breathing regularly and supplemental 
oxygen has been discontinued. His oxygen saturation remains normal 
and he is placed skin-to-skin on his mother’s chest to continue 
transition while vital signs and activity are closely monitored for 
possible deterioration. Shortly afterward, the care team conducts a 
short debriefing to evaluate its preparation, teamwork, and 
communication. 


The time of birth and clamping the umbilical cord 


At the time of birth, a large volume of blood remains in the placenta. If 
maternal blood is still flowing to the placenta and the umbilical cord is 
intact, placental gas exchange will continue while additional blood 
flows to the baby through the umbilical vein. The majority of this 
placental blood transfusion occurs during the first minute after birth 
and may play an important role in the transition from fetal to neonatal 
circulation. 


Mark the time of birth by starting a timer when the last fetal part 
emerges from the mother’s body. The ideal time for clamping the 
umbilical cord is the subject of ongoing research. Potential benefits of 
delayed cord clamping for preterm newborns include decreased 
mortality, higher blood pressure and blood volume, less need for blood 
transfusion after birth, fewer brain hemorrhages and a lower risk of 
necrotizing enterocolitis. In term newborns, delayed cord clamping 
may decrease the chance of developing iron-deficiency anemia and 
may improve neurodevelopmental outcomes. Potential adverse 

effects of delayed cord clamping include delaying resuscitation for 
compromised newborns and increased risks of polycythemia (high red 
blood cell concentration) and jaundice. 


The current evidence suggests that clamping should be delayed for at 
least 30 to 60 seconds for most vigorous term and preterm newborns. 
If cord clamping is delayed, the baby should be placed skin-to-skin on 
the mother’s chest or abdomen, or held securely in a warm, dry towel 
or blanket. Very preterm newborns may be wrapped in a warm blanket 
or polyethylene plastic to help maintain their temperature. During the 
interval between birth and umbilical cord clamping, the obstetric 





provider and neonatal team should evaluate the baby’s tone and 
breathing effort and begin the initial steps of newborn care described 
in the remainder of this lesson. 


If the placental circulation is not intact, such as after a placental 
abruption, bleeding placenta previa, bleeding vasa previa, or cord 
avulsion, the cord should be clamped immediately after birth. Most 
delayed cord clamping studies have excluded multiple gestations, so 
there is currently not enough evidence to evaluate the safety of delayed 
cord clamping in the setting of a multiple gestation birth. Similarly, 
other scenarios where safety data on delayed cord clamping are limited 
may benefit from a discussion between the neonatal and obstetric 
providers to plan whether cord clamping should be delayed. These 
scenarios may include fetal intrauterine growth restriction (IUGR), 
abnormal umbilical artery Doppler measurements, abnormal 
placentation, and other situations where utero-placental perfusion or 
umbilical cord blood flow are affected. There is not enough evidence to 
make a definitive recommendation whether umbilical cord clamping 
should be delayed in newborns who are not vigorous. If the placental 
circulation is intact, it may be reasonable to briefly delay cord 
clamping while the obstetric provider clears the airway and gently 
stimulates the baby to breathe. If the baby does not begin to breathe 
during this time, additional treatment may be required. The cord 
should be clamped and the baby brought to the radiant warmer. 


Before birth, establish the plan for the timing of umbilical cord 
clamping with the obstetric providers. 


How do you assess the newborn immediately after 
birth? 


After birth, all newborns should have a rapid evaluation to determine 
if they can remain with their mother to continue transition or if they 
should be moved to a radiant warmer for further assessment. This 
initial evaluation may occur during the interval between birth and 
umbilical cord clamping. You will rapidly evaluate 3 questions. 


1. Does the baby appear to be term? 


Determine if the baby’s appearance is consistent with the 
expected gestational age. In some situations, the baby’s 
gestational age is unknown before birth. If the baby appears to 
be term, proceed to the next evaluation question. If the baby 
appears preterm (less than 37 weeks’ gestation), bring the baby 
to the radiant warmer for the initial steps. 
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A Rapid Evaluation 
for Every Newborn 
e Term? 


e Tone? 
e Breathing or crying? 





Preterm babies are more likely to require interventions during 
the transition to extrauterine life. For example, they have more 
difficulty expanding their lungs, establishing good respiratory 
effort, and maintaining their body temperature. Because of 
these risks, preterm babies should have the initial steps of 
newborn care performed under a radiant warmer. If the baby 
is born at a late-preterm gestation (34 to 36 weeks) and has 
stable vital signs with good respiratory effort, the baby can be 
brought to the mother within several minutes to continue 
transition. 


Does the baby have good muscle tone? 


Quickly observe the baby’s muscle tone. Healthy term babies 
should be active with flexed extremities (Figure 3.1). 
Newborns requiring intervention may have flaccid, extended 
extremities (Figure 3.2). 


Is the baby breathing or crying? 


A vigorous cry is a clear indicator of strong respiratory effort 
(Figure 3.1). If the baby is not crying (Figure 3.2), observe the 
baby’s chest for breathing effort. Be careful not to be misled by 
a baby who is gasping. Gasping is a series of deep, single or 
stacked inspirations that occurs in the setting of severely 
impaired gas exchange. A gasping baby requires intervention 
and must be brought to the radiant warmer. 





Figure 3.1. Low-risk newborn: full-term, good tone, crying. Figure 3.2. High-risk newborn: preterm, poor tone, not crying 
(Used with permission of Mayo Foundation for Medical Education 


and Research.) 
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What are the initial steps of newborn care? 


The initial steps include providing warmth, positioning the head and 
neck so that the airway is open, clearing the airway of secretions if 
needed, drying, and providing gentle tactile stimulation. These steps 
may be initiated during the interval between birth and umbilical cord 
clamping and should be completed within approximately 30 seconds 
of birth. 


Vigorous, term newborn 


If the answers to all 3 rapid evaluation questions are “Yes” (the baby 
has been born at term, has good muscle tone, and is breathing or 
crying), the baby can remain with the mother and have the initial steps 
performed on the mother’s chest or abdomen. Warmth is maintained 
by direct skin-to-skin contact and covering the baby with a warm 
towel or blanket (Figure 3.3). If necessary, secretions in the upper 
airway can be cleared by wiping the baby’s mouth and nose with a 
cloth. Gentle suction with a bulb syringe should be reserved for babies 
that have meconium-stained fluid, secretions that are obstructing the 
baby’s breathing, and those that are having difficulty clearing their 
secretions. After the initial steps are completed, continue monitoring 
the newborn’s breathing, tone, activity, color, and temperature to 
determine if additional interventions are required. 


Stay with mother for routine care: 
Warm and maintain normal 
temperature, position airway, 
clear secretions if needed, dry, 
ongoing evaluation. 








Initial Steps of Newborn Care 


e Provide warmth. 

e Position the head and neck. 
e Clear secretions if needed. 
e Dry. 

e Stimulate. 


Figure 3.3. Vigorous, term newborn. Initial 
steps are performed skin-to-skin with mother. 
(Used with permission of Mayo Foundation for 
Medical Education and Research.) 
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Figure 3.4. Radiant warmer used for the initial steps 
with high-risk newborns 





Non-vigorous and 
preterm newborns 


Term? Tone? If the answer to any of 
Breathing or lapis 
caving? the initial assessment 
questions is “No”, the 
baby should be brought to 


Warm and maintain normal a radiant warmer because 
temperature, position alrway, clear 


secretions if needed, dry, stimulate. additional interventions 
may be required. 


e Provide warmth. 


The baby should be placed under a radiant warmer so that 
the resuscitation team has easy access to the baby without 
causing excessive heat loss (Figure 3.4). Leave the baby 
uncovered to allow full visualization and to permit the 
radiant heat to reach the baby. If you anticipate that the baby 
will remain under the warmer for more than a few minutes, 
apply a servo-controlled temperature sensor to the baby’s 
skin to monitor and control the baby’s body temperature. 
Avoid both hypothermia* and overheating. During 
resuscitation and stabilization, the baby’s body temperature 
should be maintained between 36.5°C and 37.5°C, 


e Position the head and neck to open the airway. 


The baby should be positioned on her back (supine), with the head and 
neck neutral or slightly extended in the “sniffing the morning air” 
position (Figure 3.5). This position opens the airway and allows 
unrestricted air entry. Avoid hyperextension (Figure 3.6) or flexion of 
the neck (Figure 3.7) because these positions may interfere with air 





* After resuscitation, therapeutic hypothermia is indicated for certain high-risk 
newborns and is further described in Lesson 8. 





Figure 3.5. CORRECT: “sniffing” position 
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Figure 3.6. INCORRECT: Hyperextension 


_ n 
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Figure 3.7. INCORRECT: Flexion Figure 3.8. Optional shoulder roll for maintaining the “sniffing” 
position 





entry. To help maintain the correct position, you may place a small, 
rolled towel under the baby’s shoulders (Figure 3.8). A shoulder roll is 
particularly useful if the baby has a large occiput (back of head) from 
molding, edema, or prematurity. 


¢ If needed, clear secretions from the airway. 


Clear secretions from the airway if the baby is not breathing, is 
gasping, has poor tone, if secretions are obstructing the airway, if the 
baby is having difficulty clearing their secretions, if there is 
meconium-stained fluid, or if you anticipate starting positive-pressure 
ventilation (PPV). Secretions may be removed from the upper airway 
by suctioning gently with a bulb syringe. If the newborn has copious 
secretions coming from the mouth, turn the head to the side. This will 
allow secretions to collect in the cheek where they can be removed. 


Brief, gentle suction usually is adequate to remove secretions. Suction 
the mouth before the nose to ensure that there is nothing for the 
newborn to aspirate if he should gasp when the nose is suctioned. You 
can remember “mouth before nose” by thinking “M” comes before “N” 
in the alphabet (Figure 3.9). Be careful not to suction vigorously or 





Figure 3.9. Suction the mouth then nose: “M” before “N”. 
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deeply. Vigorous suction may injure 
tissues. Stimulation of the posterior 
pharynx during the first minutes after 
birth can produce a vagal response leading 
to bradycardia or apnea. 


If using a suction catheter, the suction 
control should be set so that the negative 
pressure reads approximately 80 to 

100 mm Hg when the tubing is occluded. 


° Dry. 

Wet skin increases evaporative heat loss 
(Figure 3.10). Place the baby on a warm 
towel or blanket and gently dry any fluid. 
If the first towel becomes wet, discard it 
and use fresh, warm towels or blankets for 
continued drying (Figure 3.11). If 2 people 
are present, the second person can be 
drying the baby while the first person is 
positioning and clearing the airway. 





Drying is not necessary for very preterm 
babies less than 32 weeks’ gestation 
because they should be covered 
immediately in polyethylene plastic. The 
interventions used to reduce heat loss in 
very preterm babies are described in 





. Lesson 9. 
Figure 3.11. Dry the baby and remove wet linen to prevent heat loss and Stimulat 
stimulate breathing. Gentle tactile stimulation may also initiate breathing. See 
(Used with permission of Mayo Foundation for Medical Education and Positioning, clearing secretions if needed, 


Research.) 


and drying the baby will frequently 
provide enough stimulation to initiate breathing. If the newborn does 
not have adequate respirations, brief additional tactile stimulation may 
stimulate breathing. Gently rub the newborn’s back, trunk, or 
extremities. Overly vigorous stimulation is not helpful and can cause 
injury. Never shake a baby. 


After a short period of impaired gas exchange, brief stimulation will 
initiate spontaneous breathing. However, after a prolonged period of 
impaired gas exchange, stimulation alone will not work and PPV will 
be required. If a newborn remains apneic despite rubbing the back or 
extremities for several seconds, begin PPV as described in the next 
lesson. 
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Review 


© 


© © 


Every newborn (does)/(does not) need an initial rapid evaluation 
of gestational age, muscle tone, and respiratory effort. 


List the 3 rapid evaluation questions that determine which 
newborns should be brought to the radiant warmer for the initial 
steps. 


List the 5 initial steps of newborn care. 


When using suction to clear secretions, first suction the newborn’s 
(mouth)/(nose). 


Which image shows the correct way to position a newborn’s head 
to open the airway (A, B, or C)? 


Pg 





Answers 


© 


Every newborn does need an initial rapid evaluation of gestational 
age, muscle tone, and respiratory effort. 


Is the baby term? Does the baby have good tone? Is the baby 
breathing or crying? 


Provide warmth, position the head and neck to open the airway, 
clear secretions from the airway if necessary, dry, and stimulate. 


When using suction to clear secretions, first suction the newborn’s 
mouth. 


Image B shows the correct way to position a newborn’s head to 
open the airway. 
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How do you assess the newborn's response to the 
initial steps? 


Evaluate the newborn’s respirations and heart rate to determine if the 
baby is responding to the initial steps. This should take no more than 
an additional 30 seconds. If the baby does not have adequate 
spontaneous respirations and a heart rate of 100 bpm or higher within 
1 minute of birth, you should begin PPV. Remember: Ventilation of 
the baby’s lungs is the most important and effective action during 
neonatal resuscitation. 


e Respirations 


Assess if the baby is crying or breathing. If the baby is not breathing, 
or has gasping respirations, proceed directly to PPV. Remember, 
gasping respirations are ineffective and are treated the same as apnea. 
The baby’s heart rate should be assessed while PPV begins. 


e Heart rate 


If the baby is breathing effectively, the heart rate should be at least 
100 bpm. Your initial assessment of the heart rate will be made using 
a stethoscope. Auscultation along the left side of the chest is the most 
accurate physical examination method of determining a newborn’s 
heart rate (Figure 3.12). Although pulsations may be felt at the 
umbilical cord base, palpation is less accurate and may underestimate 
the true heart rate. While listening, you may tap out the heartbeat on 
the bed so that your team will also know the heart rate. Estimate the 
heart rate by counting the number of beats in 6 seconds and 
multiplying by 10. For example, if you listen for 6 seconds and hear 
12 beats, the heart rate is 120 bpm. Clearly report the heart rate to your 
team members (“Heart rate is 120 per minute”). 





AN 


Figure 3.12. Assess the heart rate by listening with a stethoscope. 





If you cannot determine the heart rate by physical examination and 
the baby is not vigorous, ask another team member to quickly connect 
a pulse oximetry sensor or electronic cardiac (ECG) monitor leads 
and evaluate the heart rate using a pulse oximeter or ECG monitor 
(Figure 3.13). 





Figure 3.13. Alternative methods for assessing the heart rate: pulse 
oximetry and ECG monitor 


Cautions: Pulse oximetry may not function if the baby’s heart rate is 
low or if the baby has poor perfusion. In this case, monitoring the 
baby’s heart rate with an ECG monitor is the preferred method. In 
unusual circumstances, an ECG monitor may show an electrical signal, 
although the heart is not actually pumping blood (pulseless electrical 
activity). In the newborn, pulseless electrical activity should be treated 
the same as an absent heart rate (asystole). 


After the initial steps, what do you do if the baby is 
not breathing or the heart rate is low? 


e Start PPV if the baby is not breathing (apnea) OR if the Warm and maintain normal 
baby h ; D 1 temperature, position airway, clear 
aby has gasping respirations. secretions if needed, dry, stimulate. 


minute 
e Start PPV if the baby appears to be breathing, but the heart 
rate is below 100 bpm. 


e Call for immediate additional help if you are the only 
provider at the warmer. 


If the baby has not responded to the initial steps within the first 


minute of life, it is not appropriate to continue to provide only tactile i 
stimulation. PPV. 

Spo, monitor. 
The details of providing PPV using a face mask are described in the Consider ECG monitor. 





next lesson. 
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Figure 3.14. Acrocyanosis. This 
baby has cyanosis of the hands and feet, 
but the trunk and mucous membranes 
are pink. Acrocyanosis is normal. 
Supplemental oxygen is only needed if 
oxygen saturation is below the target 
range. 


Indications for Pulse 
Oximetry 


e When resuscitation is 
anticipated 


e To confirm your perception of 
persistent central cyanosis 


e When supplemental oxygen is 
administered 


e When positive-pressure 
ventilation is required 
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What do you do if the baby is breathing and the 
heart rate is at least 100 bpm, but the baby appears 
persistently cyanotic? 


Cyanosis 


The term cyanosis describes skin or mucous membranes with a blue 
hue caused by poorly oxygenated blood. Cyanosis limited to the hands 
and feet (acrocyanosis) is a common finding in the newborn and does 
not indicate poor oxygenation (Figure 3.14). Low oxygen saturation 
causing the baby’s lips, tongue, and torso to appear blue is called central 
cyanosis. Healthy babies may have central cyanosis for several minutes 
after birth. Studies have shown that visual assessment of cyanosis is not 
a reliable indicator of the baby’s oxygen saturation and should not be 
used to guide oxygen therapy. If persistent central cyanosis is suspected, 
a pulse oximeter should be used to evaluate the baby’s oxygenation. 





Pulse oximetry 


Oxygen is carried by the hemoglobin inside red blood cells. 
Hemoglobin that is saturated with oxygen absorbs red light differently 
than hemoglobin that is not carrying oxygen. A pulse oximeter uses a 
light source and sensor to measure the absorption of red light passing 
through capillaries in the skin and estimates the portion of 
hemoglobin that is fully saturated with oxygen (Figure 3.15). The 
monitor displays the oxygen saturation, which ranges from 0% to 
100%. This number is not the same as the partial pressure of oxygen 
(Po2) measured by a blood gas machine. The oximeter also displays the 
baby’s heart rate by sensing pulsatile blood flow in the capillaries. 


Healthy newborns undergoing normal transition may take several 
minutes to increase their blood oxygen saturation from approximately 
60%, which is the normal intrauterine state, to more than 90%, which 


is the eventual state of air-breathing healthy newborns. 
Figure 3.16 shows the time course of oxygen saturation 
changes after birth in healthy, full-term newborns 
breathing room air (21% oxygen). Oxygen saturation 
values following cesarean birth are slightly lower than 
those following vaginal birth. 


Use pulse oximetry to guide your treatment when 
resuscitation is anticipated, to confirm your perception 
of persistent central cyanosis, if you give supplemental 
oxygen, or if PPV is required. Once the pulse oximeter 
sensor is attached to the baby, watch the monitor to 
ensure that it is detecting a pulse with each heartbeat. 
If you are monitoring the heart rate with an ECG 
monitor, the heart rate displayed on the pulse oximeter 
should be the same as the heart rate on the cardiac 
monitor. Most instruments will not display a saturation 
reading until a consistent pulse is detected. With 

good technique, a pulse oximeter will allow accurate 


assessment of the heart rate and oxygen saturation within 
approximately 1 to 2 minutes of birth. If the baby has a very 
low heart rate or poor perfusion, the oximeter may not be 


able to detect the pulse or oxygen saturation. 


Tips for using a pulse oximeter 








Light 
detector 


Light 
source 






BPM 


SpO,,(%) 









































On/ Alarm Trend Display Print 
Standby Reset Contrast 


Figure 3.15. Oximeter with sensor attached to a baby’s 
right hand on the hypothenar eminence 


100 


Oxygen Saturation (%) 


60 


Proper placement of the pulse oximeter sensor is important. 


e The sensor must be oriented correctly so that it can 


detect the transmitted red light. After placement, it may 

be helpful to cover the sensor to shield it from light in the 

room. If the oximeter is not detecting a consistent pulse, you may 
need to adjust the sensor to be sure that it is positioned opposite the 


light source. 


e The heart and brain receive blood from an artery that attaches to the 
aorta before the ductus arteriosus. This is often referred to as 
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Minutes From Birth 


Figure 3.16. Pre-ductal oxygen 
saturation changes following birth 
(median and interquartile range). (From 
Mariani G, Dik PB, Ezquer A, et al. 
Pre-ductal and post-ductal 0, saturation 
in healthy term neonates after birth. J 
Pediatr. 2007;150[4]:41 8-421.) 


pre-ductal blood. In most babies, the artery supplying the right arm 
also attaches to the aorta before the ductus arteriosus. The origin of 
blood flow to the left arm is less predictable. To measure the oxygen 
saturation of the pre-ductal blood that is perfusing the heart and 
brain, place the pulse oximeter sensor on the right hand or wrist. The 
left arm and both legs may have lower oxygen saturation because 
they may receive blood from the aorta after it has mixed with poorly 
oxygenated venous blood shunted from the right side of the heart 


through the ductus arteriosus (post-ductal). 
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TADIG Aia TENE aaao Target pre-ductal oxygen saturations 

















After Birth 
1 min 60%-65% When the oximeter has a reliable signal, compare the baby’s pre-ductal 
2 min 65%-70% oxygen saturation with the range of target values in Table 3-1. These 
3 min 70%-75% values are based on oxygen saturations obtained from healthy, term 
Ata 75%-80% babies breathing room air during the first 10 minutes of life. The 
a ranges are approximations of the interquartile range and have been 
5 min 80%-85% i : , i 
adjusted to provide values that are easier to remember. The ideal 
10 min 85%-95% 














oxygen saturation after birth has not been established and there is 
ongoing controversy about which targets should be used. These targets 
have been selected to represent a consensus of acceptable values. 


When is supplemental oxygen indicated and how is 
it administered? 


Supplemental oxygen is used when the oximeter reading remains 
below the target range for the baby’s age. Free-flow oxygen can be 
given to a spontaneously breathing baby by holding oxygen tubing 
close to the baby’s mouth and nose (Figure 3.17). Free-flow oxygen is 
not effective if the baby is not breathing. 












Stay with mother for routine care: 
Warm and maintain normal 
temperature, position airway, 
clear secretions if needed, dry, 
ongoing evaluation. 









Warm and maintain normal 
temperature, position airway, clear 
secretions if needed, dry, stimulate. 












PPV. 
Spo; monitor. 
Consider ECG monitor. 


Position and clear airway. 
Spo% monitor. 
Supplemental O, as needed. 

Consider CPAP. 


No Post-resuscitation care. 
Team debriefing. 


You may also use one of the positive-pressure delivery devices 
described in Lesson 4 (Figure 3.18). If you are using a flow-inflating 
bag or T-piece resuscitator, hold the mask close to the face, but not so 
tight that pressure builds up within the mask. You should not attempt 
to administer free-flow oxygen through the mask of a self-inflating bag 


Figure 3.17. Free-flow oxygen given to a spontaneously 
breathing baby by holding oxygen tubing close to the baby's 
mouth and nose 
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Figure 3.18. Free-flow oxygen given by a flow-inflating bag (A), a T-piece resuscitator (B), and the tail of a 
self-inflating bag with an open reservoir (C) 
Note: For free-flow oxygen, the mask of a flow-inflating bag and T-piece resuscitator is NOT held tightly against 
the face. 


because gas does not reliably flow through the mask unless the bag is 
being squeezed. Free-flow oxygen may be administered through the 
open reservoir (“tail”) on some self-inflating bags. You will learn more 
about these devices in Lesson 4. 


Adjusting the oxygen concentration 


Guided by pulse oximetry, adjust the oxygen concentration to 
maintain the baby’s minute-specific oxygen saturation within the 
target range described in Table 3-1. The goal is to prevent hypoxia 
without using excess oxygen and exposing the newborn to the 
potential risks of hyperoxia. Adjust the delivered oxygen 
concentration using compressed air and oxygen, an oxygen blender, 
and a flowmeter (Figure 3.19). 


Compressed air and oxygen 


Compressed gases may be built into the wall or obtained from portable 
tanks. Medical air (21% oxygen) is supplied from high-pressure hoses 
that are color-coded yellow, and 100% oxygen is supplied from 
high-pressure hoses that are color-coded green. 


Oxygen blender and flowmeter 


The compressed gases are connected to a blender, which has a dial that 
adjusts the gas mixture (21%-100%). The blended gas travels to an 

adjustable flowmeter. The flowmeter commonly has a floating ball that 
indicates the rate of gas flow leaving the device. Depending on the size 


Delivery Devices 
Oxygen tubing 
Oxygen mask 
Flow-inflating bag and mask 


T-piece resuscitator and mask 


Open reservoir (“tail”) on a self- 
inflating bag 





Figure 3.19. Adjust the oxygen 
concentration with compressed air 
(inflow from yellow hose), compressed 
oxygen (inflow from green hose), an 
oxygen blender, a flowmeter, and patient 
tubing (outflow from clear tubing). This 
image shows 2 flowmeters attached to 
the oxygen blender. Your system may 
only have 1 flowmeter. 
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of the flowmeter, you can adjust the dial to achieve gas flows between 
0 L/min and 20 L/min. The blended gas, adjusted to the desired 
concentration and flow rate, is directed through tubing to the oxygen 
delivery device. 


e For free-flow oxygen delivery, adjust the flowmeter to 10 L/min. 


e Start free-flow oxygen supplementation with the blender set to 30% 
oxygen. Using the blender, adjust the oxygen concentration as 
needed to achieve the oxygen saturation target. 


If the baby continues to require supplemental 
oxygen after the first few minutes, how should it be 
given? 


Attempt to gradually decrease the oxygen concentration until the 
newborn can maintain saturation within the target range without 
supplemental oxygen. If respirations and heart rate are stable, but the 
newborn continues to require supplemental oxygen, use pulse 
oximetry to guide the appropriate oxygen concentration. Air and 
oxygen administered directly from a compressed source is cold and 
dry. To prevent heat loss, oxygen given to newborns for a prolonged 
period of time should be heated and humidified. 


If the baby has labored breathing or oxygen saturation cannot be 
maintained within the target range despite 100% oxygen, you should 
consider a trial of continuous positive airway pressure (CPAP) or PPV. 


What do you do if the baby has labored breathing 
or persistently low oxygen saturation? 
CPAP 


CPAP is a method of respiratory support that uses a continuous low 
gas pressure to keep a spontaneously breathing baby’s lungs open. 
CPAP may be helpful if the airway is open, but the baby has signs of 
labored breathing or persistently low oxygen saturations. CPAP should 
only be considered in the delivery room if the baby is breathing and 
the baby’s heart rate is at least 100 bpm. 


A trial of CPAP in the delivery room can be given by using a 
flow-inflating bag or a T-piece resuscitator attached to a mask that is 
held tightly to the baby’s face (Figure 3.20). CPAP cannot be given 
using a self-inflating bag. The equipment and method for 
administering CPAP are described in more detail in Lesson 4. 





Figure 3.20. Administering CPAP using a flow-inflating bag (A) or a T-piece resuscitator (B). 
Note: For CPAP, the mask is held tightly against the face to create a seal. 


Does the presence of meconium-stained amniotic 
fluid change the approach to the initial steps? 


The presence of meconium-stained amniotic fluid may indicate fetal 
distress and increases the risk that the baby will require resuscitation 
after birth. 


¢ Meconium-stained fluid and a vigorous newborn 


If the baby is vigorous with good respiratory effort and muscle tone, 
the baby may stay with the mother to receive the initial steps of 
newborn care. Simply use a bulb syringe to gently clear 
meconium-stained secretions from the mouth and nose. 


¢ Meconium-stained fluid and a non-vigorous newborn 


If a baby is born through meconium-stained amniotic fluid and has 
depressed respirations or poor muscle tone, bring the baby to the 
radiant warmer and perform the initial steps of newborn care as 
described in this lesson. You will use a bulb syringe to clear secretions 
from the mouth and nose. If the baby is not breathing or the heart 
rate is less than 100 bpm after the initial steps are completed, proceed 
with PPV. 


Routine intubation for tracheal suction is not suggested. Previous 
editions of this textbook recommended routine endotracheal 
intubation and suction immediately after birth in an effort to reduce 
the chance of developing meconium aspiration syndrome; however, 
there is insufficient evidence to continue recommending this practice. 
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Focus on Teamwork 


The initial steps of resuscitation highlight several opportunities for 
effective teams to use the Neonatal Resuscitation Program® (NRP*) 
Key Behavioral skills. 


Behavior Example 


Anticipate and plan. 


Ensure that you have enough personnel present at the time of delivery based on the 
identified risk factors. 





Communicate effectively. 
Use available information. 


Immediately after birth, the obstetric and neonatal care teams need to share their 
assessment of the newborn. Subsequent interventions will be based on this assessment. 
The care teams need to communicate their findings clearly and efficiently. 





Know your environment. 


Use available resources. 


Know how the pulse oximeter, compressed air and oxygen source, oxygen blender, and 
flowmeters work in your practice setting. 


Know what device is available to administer CPAP in your hospital. 


Know how to obtain an ECG monitor if needed. 


If you cannot auscultate or palpate a heart rate and the baby is not vigorous, quickly place 
a pulse oximeter sensor or ECG monitor leads and attach them to the appropriate monitor. 





Call for additional help 
when needed. 








After the initial steps, if you identify apnea, gasping, or a heart rate less than 100 bpm 
and you are alone, call for additional help. PPV is required and you will need additional 
personnel. 
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Frequently Asked Questions 


After birth, do all babies need to have their mouth and nose 
suctioned with a bulb syringe? 


No. Vigorous newborns that are breathing or crying and have good 
tone do not need to have their mouth and nose suctioned. If necessary, 
the upper airway can be cleared by wiping the baby’s mouth and nose 
with a cloth. Gentle suction should be reserved for babies with 
meconium-stained fluid, difficulty clearing their secretions, and 
secretions obstructing their airway, and those who are not breathing or 
crying, have poor tone, or require PPV. 


Does it matter if the pulse oximeter sensor is attached to the baby's 
hand or wrist? 


For a small baby, some health care providers find it easier to secure the 
sensor to the baby’s wrist; however, some manufacturers recommend 
placing the pulse oximeter sensor only on the baby’s hand. There is 
evidence that an accurate reading can be obtained using a sensor 
placed on the baby’s wrist. In the studies that established the normal 
progression of oxygen saturation in healthy newborns, the oximeter 





sensor was placed on the baby’s wrist. Placement on either the hand or 
wrist is acceptable as long as the transmitted light is detected by the 
sensor and a reliable signal is obtained. 


Previously, the Neonatal Resuscitation Program recommended 
routine endotracheal intubation and suction for non-vigorous babies 
born through meconium-stained amniotic fluid. Why is this no longer 
recommended? 


Prior to each edition of the Textbook of Neonatal Resuscitation, 
questions are identified by the neonatology subgroup of the 
International Liaison Committee on Resuscitation (ILCOR). The 
scientific evidence is reviewed using a systematic approach and 
debated in a series of conferences. Treatment recommendations are 
developed using a method that evaluates the strength of supporting 
evidence (GRADE). The previous recommendation was largely based 
on small studies that did not use currently accepted methods to 
randomly assign babies to different treatment paths. As a result, the 
conclusions from these studies are subject to bias and the strength of 
evidence is considered very weak. The most recent ILCOR review 
determined that there was insufficient evidence to support routine 
endotracheal suction for non-vigorous babies born through 
meconium-stained fluid. The NRP Steering Committee’s values 
include avoiding invasive procedures without good evidence of benefit 
for important outcomes. As a result, the NRP Steering Committee no 
longer suggests routine endotracheal suction for non-vigorous babies 
delivered through meconium-stained fluid until additional research 
demonstrates a benefit from this practice. 


The presence of meconium-stained fluid is still considered a risk 
factor that increases the likelihood that the newborn will require 
resuscitation. At least 2 qualified people should be present at the time 
of birth solely to manage the baby. An individual with intubation skill 
should be identified and immediately available. If additional risk 
factors indicate that an extensive resuscitation is likely, a qualified 
team with full resuscitation skills should be present at the time of 
birth. 


Ethical Considerations 


Questions to consider 


What is a surrogate decision maker? 
What role should parents play in treatment decisions? 


These questions are explored in detail in Lesson 11. 
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Key Points 


Clamping the umbilical cord should be delayed for at least 30 to 
60 seconds for most vigorous newborns not requiring resuscitation. 


There is insufficient evidence to make a definitive 
recommendation on the timing of umbilical cord clamping for 
non-vigorous newborns. 


All newborns require a rapid initial evaluation. Ask if the baby is 
term, has good muscle tone, and is breathing or crying. If the 
answer is “NO” to any of these, the newborn should be brought to 
the radiant warmer for the initial steps of newborn care. 


A vigorous term newborn may have the initial steps of newborn 
care performed on the mother’s chest or in her arms. 


The 5 initial steps include the following: provide warmth, position 
the head and neck, clear secretions from the airway if needed, dry, 
and stimulate. 


Avoid vigorous and deep suctioning of the posterior pharynx. 


After the initial steps are completed, further decisions are based on 
assessment of breathing and heart rate. 


Continued use of tactile stimulation in an apneic newborn wastes 
valuable time. Begin positive-pressure ventilation (PPV) if the 
baby has not responded to the initial steps within the first minute 
after birth. 


To determine heart rate, listen with a stethoscope, count the 
number of beats in 6 seconds, and multiply the number of beats by 
10 (add a zero to the beats counted). 


If the heart rate cannot be determined by listening with a 
stethoscope and the baby is not vigorous, use an electronic monitor 
such as a pulse oximeter or an electronic cardiac (ECG) monitor. 


Use pulse oximetry and the target oxygen saturation table to guide 
oxygen therapy when resuscitation is anticipated, to confirm your 
perception of persistent central cyanosis, if you give supplemental 
oxygen, or if PPV is required. Visual assessment of cyanosis is not 
reliable. 


A healthy newborn breathing room air may take more than 
10 minutes to achieve oxygen saturation greater than 90%. 





® Free-flow oxygen cannot be given reliably using a mask attached to 
a self-inflating bag; however, free-flow oxygen may be 
administered through the open reservoir (“tail”) on some 
self-inflating bags. 


Free-flow supplemental oxygen is not effective if the baby is not 
breathing. 


CPAP may be helpful if the baby is breathing and the heart rate is 
at least 100 beats per minute (bpm), but respirations are labored 
or the oxygen saturation remains below the target. 


If meconium-stained fluid is present and the baby is vigorous, 
suction the mouth and nose with a bulb syringe. The baby may 
remain with the mother for the initial steps. If the baby is not 
vigorous, bring the baby to the radiant warmer to perform the 
initial steps. Routine intubation for tracheal suction is not 
suggested. 


LESSON 3 REVIEW 


1. Every newborn (does)/(does not) need an initial rapid 
evaluation of gestational age, muscle tone, and respiratory 
effort. 


2. List the 3 rapid evaluation questions that determine which 
newborns should be brought to the radiant warmer for the 
initial steps. 


3. List the 5 initial steps of newborn care. 


4. When using suction to clear secretions, first suction the 
newborn’s (mouth)/(nose). 


5. Which image shows the correct way to position a newborn’s 
head to open the airway (A, B, or C)? 


bs E 


PEM ~ oe -~ 
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6. Which images show the correct way to give free-flow oxygen to 
a baby? Select all that are correct. (A, B, and/or C). 





7. Oxygen saturation should be 85% to 95% by (2 minutes of age)/ 
(10 minutes of age). 


8. A flow rate of (2 L/min)/(10 L/min) is used for free-flow oxygen 
administration. 


9. You have provided warmth, positioned the head and neck, 
cleared the airway, dried, and stimulated a newborn. It is now 
60 seconds after birth and she is still apneic and limp. Your next 
action is to 


A. Continue stimulation by vigorously rubbing her back and 
extremities. 
B. Give free-flow supplemental oxygen. 
C. Start positive-pressure ventilation. 
10. You count a newborn’s heartbeat for 6 seconds and count 


6 beats. You report the heart rate as (36 beats per minute)/ 
(60 beats per minute). 


11. Ifa baby is breathing, the heart rate is above 100 beats per 
minute, the airway is clear and correctly positioned, but the 
respirations are labored, you may consider (deep pharyngeal 
suction)/(CPAP). 


Answers 


1. Every newborn does need an initial rapid evaluation of 
gestational age, muscle tone, and respiratory effort. 


2. Is the baby term? Does the baby have good tone? Is the baby 
breathing or crying? 
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3. Provide warmth, position the head and neck, clear secretions 
from the airway if necessary, dry, and stimulate. 


4. When using suction to clear secretions, first suction the 
newborn’s mouth. 


5. Image B shows the correct way to position a newborn’s head to 
open the airway. 


6. All are correct. 
7. Oxygen saturation should be 85% to 95% by 10 minutes of age. 


8. A flow rate of 10 L/min is used for free-flow oxygen 
administration. 


9. Your next action is to start positive-pressure ventilation 
(Answer C). 


10. You report the heart rate as 60 beats per minute. 


11. You may consider CPAP. 
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Lesson 3: Performance Checklist 


Initial Steps of Newborn Care 


The Performance Checklist Is a Learning Tool 


The learner uses the checklist as a reference during independent 
practice or as a guide for discussion and practice with a Neonatal 
Resuscitation Program (NRP) instructor. When the learner and 
instructor agree that the learner can perform the skills correctly and 
smoothly without coaching and within the context of a scenario, the 
learner may move on to the next lesson’s Performance Checklist. 


Knowledge Check 


@ What are the 3 rapid assessment questions that determine whether 
a newborn may stay with his mother or come to the radiant warmer? 


Which newborns receive the initial steps? What are the 5 initial 
steps? 


When do you start the Apgar timer? 
How do you count a newborn’s heart rate? 


Why do you use pulse oximetry and when is it indicated? 


What concentration of oxygen is used to initiate resuscitation for 
the term newborn? What concentration of oxygen is used when 
initiating free-flow oxygen supplementation? 


Learning Objectives 


@ Identify the newborn who requires initial steps of resuscitation at 
the radiant warmer. 


@ Demonstrate correct technique for performing initial steps when 
the newborn stays with his mother, and when the newborn is 
received at the radiant warmer. 





© Demonstrate accuracy when counting an audible newborn heart 
rate. 


© Demonstrate correct placement of the oximeter sensor, 
interpretation of pulse oximetry, and administration of 
supplemental free-flow oxygen. 


Scenario 


“You are called to attend a vaginal birth. The mother is in active labor 
with ruptured membranes. How would you prepare for the birth of this 
baby? As you work, say your thoughts and actions aloud so I will know 
what you are thinking and doing.” 


Option 1: Clear fluid, vigorous term newborn 


Y Critical Performance Steps 


Preparation for Resuscitation 





Assesses perinatal risk (Learner asks 4 pre-birth questions.) 
Gestational age? “39 weeks’ gestation.” 

Clear fluid? “Amniotic fluid is clear.” 

How many babies? “One baby is expected.” 

Additional risk factors? “There are no additional risk factors.” 
Assembles team 





e Identifies leader 
e Delegates tasks 








Performs equipment check 





"The baby has been born.” 





Rapid Evaluation 





Asks 3 rapid evaluation questions 

e Term? "Yes." 

e Muscle tone? "Yes.” 

e Breathing or crying? “Yes, the baby is crying.” 





Newborn stays with mother for initial steps 





Initial Steps 





Dries newborn, places skin-to-skin with mother, covers with warm blanket, continues ongoing evaluation of 
breathing, heart rate, tone, activity, color, and temperature 














59 


Initial Steps of Newborn Care 





Option 2: Meconium-stained fluid, vigorous newborn, persistent cyanosis 


Y Critical Performance Steps 


Preparation for Resuscitation 








Assesses perinatal risk (Learner asks 4 pre-birth questions.) 
Gestational age? “41 weeks’ gestation.” 

Clear fluid? “The fluid is meconium-stained.” 

How many babies? “One baby is expected.” 

Additional risk factors? “There are no additional risk factors.” 
Assembles team 





e Identifies leader 
e Delegates tasks 








Performs equipment check 





“The baby has been born.” 





Rapid Evaluation 

Asks 3 rapid evaluation questions 

e Term? "Yes." 

e Muscle tone? “Yes.” 

e Breathing or crying? “Yes, the baby is crying.” 





Newborn stays with mother for initial steps 





Initial Steps 





Suctions mouth and nose with bulb syringe, dries newborn, places skin-to-skin with mother, covers with warm 
blanket, continues ongoing evaluation of breathing, heart rate, tone, activity, color, and temperature 





“The newborn is 5 minutes old and has central cyanosis that is not resolving.” 
Checks breathing “Breathing, no distress.” 








Checks heart rate “Heart rate is 140 bpm.” 





Applies pulse oximeter sensor to right hand/wrist “Pulse oximeter reads 68%.” 





Administers free-flow oxygen using correct technique “Oxygen saturation is increasing.” 





Monitors oxygen saturation and adjusts blender appropriately per pulse oximetry. 











Continues to monitor saturation until within target range and stable without oxygen supplementation. 
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Option 3: Clear fluid, requires initial steps at warmer 





Y Critical Performance Steps 


Preparation for Resuscitation 








Assesses perinatal risk (Learner asks 4 pre-birth questions.) 
Gestational age? “Term.” 

Clear fluid? “Amniotic fluid is clear.” 

How many babies? “One baby is expected.” 


Additional risk factors? “Repeated fetal heart rate decelerations have been noted in the last 15 minutes.” 





Assembles team 
e identifies leader 
e Delegates tasks 








Performs equipment check 





“The baby has been born.” 





Rapid Evaluation 

Asks 3 rapid evaluation questions 
e Term? “Yes.” 

e Muscle tone? “No.” 

e Breathing or crying? “No.” 





Initial Steps 





Receives baby at radiant warmer 





Positions airway 





Suctions mouth and nose 





Dries with towel or blanket, removes wet linen 





Stimulates by rubbing back or extremities 





Checks Vital Signs 





Checks breathing “Yes, the baby is crying.” 





Checks heart rate “The heart rate is 120 bpm.” 














Initial Steps of Newborn Care 





Option 4: Clear fluid, requires initial steps at warmer, remains apneic and bradycardic 





VY Critical Performance Steps 


Preparation for Resuscitation 





Assesses perinatal risk (Learner asks 4 pre-birth questions.) 
Gestational age? “36 weeks’ gestation.” 

Clear fluid? “Amniotic fluid is clear.” 

How many babies? “One baby is expected.” 

Additional risk factors? “The mother has a fever.” 
Assembles team 

e Identifies leader 

e Delegates tasks 








Performs equipment check 





“The baby has been born.” 





Rapid Evaluation 





Asks 3 rapid evaluation questions 

e Term? “No, appears 36 weeks’ gestation as expected.” 
e Muscle tone? “No.” 

e Breathing or crying? “No.” 





Initial Steps 





Receives baby at radiant warmer 





Positions airway 





Suctions mouth and nose 





Dries with towel or blanket, removes wet linen 





Stimulates by rubbing back or extremities 





Vital Signs 
Checks breathing “Not breathing.” 
Indicates need for PPV (Scenario ends.) 
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Instructor asks the learner debriefing questions to enable 
self-assessment such as 


@ What is going well so far as you prepare for a birth and make 


decisions about performing initial steps? 


© How did you know if the newborn required 


© 


a. Initial steps at the radiant warmer? 


b. Supplemental oxygen? 


How did you use pulse oximetry to guide your actions? 


© What would you do differently when preparing for resuscitation or 


performing initial steps in our next scenario? 


© Give me an example of how you used at least one of the NRP Key 


Behavioral Skills. 


Neonatal Resuscitation Program Key Behavioral Skills 


Know your environment. 

Use available information. 
Anticipate and plan. 

Clearly identify a team leader. 
Communicate effectively. 

Delegate workload optimally. 
Allocate attention wisely. 

Use available resources. 

Call for additional help when needed. 


Maintain professional behavior. 
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Positive-Pressure 
Ventilation 


What you will learn 








LESSON 





The characteristics of self-inflating bags, flow-inflating bags, and 
T-piece resuscitators 


When to give positive-pressure ventilation 


How to position the newborn's head for positive-pressure 
ventilation 


How to place a resuscitation mask on the newborn's face 


How to administer positive-pressure ventilation and assess 
effectiveness 


How to use ventilation corrective steps 
How to administer continuous positive airway pressure 


How to place an orogastric tube 


65 


Positive-Pressure Ventilation 








Antenatal counseling. 
Team briefing and equipment check. 











Stay with mother for routine care: 
Warm and maintain normal 


temperature, position airway, 
clear secretions if needed, dry, 
ongoing evaluation. 










Warm and maintain normal 
temperature, position airway, clear 


1 
secretions if needed, dry, stimulate. 


minute 






PPV. Position and clear airway. 

Spo; monitor. Spo» monitor. 
Consider ECG monitor. Supplemental O, as needed. 
Consider CPAP. 









Post-resuscitation care. 
Team debriefing. 






Check chest movement. 


Ventilation corrective steps if 7 
needed: Pre-ductal Spoo Target 


ETT or laryngeal mask if needed. 1 min 60%—-65% 
2min 65%-70% 

3min 70%—-75% 

4min 75%-80% 

5min 80%-85% 

10min 85%-95% 






Intubate if not already done. 
Chest compressions. 
Coordinate with PPV. 

100% O». 

ECG monitor. 








IV epinephrine. 


If HR persistently below 60 bpm: 
consider hypovolemia, 
consider pneumothorax. 
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The following case is an example of how positive-pressure ventilation 
(PPV) is provided during resuscitation. As you read the case, imagine 
yourself as part of the resuscitation team. 


Case: Resuscitation with positive-pressure 
ventilation using a resuscitation bag and mask 


A woman with preeclampsia has labor induced at 36 weeks’ gestation. 
During labor, several late fetal heart rate decelerations are noted and 
your resuscitation team is alerted. When your team arrives, you ask 
the obstetric provider about additional perinatal risk factors and are 
told that the baby has intrauterine growth restriction. You complete 

a pre-resuscitation team briefing and prepare your supplies and 
equipment. Shortly thereafter, a baby boy is born. The obstetrician gently 
stimulates him to breathe, but he remains limp and apneic. The umbilical 
cord is clamped and cut and he is moved to the radiant warmer. 


After the initial steps are performed, he is still not breathing. You start 
PPV with 21% oxygen (room air) as an assistant listens to the baby’s 
heart rate. The assistant reports that the baby’s heart rate is 70 beats 
per minute (bpm), not increasing, and the chest is not moving with the 
assisted breaths. Another team member places a pulse oximeter sensor 
on the baby’s right hand, attaches it to the oximeter, and begins 
documenting the events as they occur. 


You initiate the ventilation corrective steps. First, you reapply the 
mask to the face and reposition the baby’s head and neck. You restart 
PPV while your assistant watches the newborn’s chest. The assistant 
reports that there is still no chest movement. You suction the mouth 
and nose with a bulb syringe and open the baby’s mouth. Again, you 
start PPV, but there is still no chest movement. You gradually increase 
the inspiratory pressure and the assistant calls out, “The chest is moving 
now.” The assistant listens to the baby’s heart rate and reports that it is 
increasing. Within 30 seconds of achieving ventilation that inflates the 
baby’s lungs, the baby’s heart rate is over 100 bpm and oxygen saturation 
is 64%. The assistant adjusts the oxygen concentration to maintain the 
baby’s oxygen saturation within the minute-specific target range. 


You continue PPV while monitoring the baby’s respiratory effort. The 
baby begins to breathe and you gradually decrease the ventilation rate. 
When the baby is 4 minutes of age, he is breathing consistently, his 
heart rate is 140 bpm, and oxygen saturation is 80%. You discontinue 
PPV and use continuous positive airway pressure (CPAP) to maintain 
his oxygen saturation within the target range. While your team 
prepares to move the baby to the nursery for post-resuscitation care, 
you explain the next steps to his mother. Shortly afterward, you meet 
with your team and conduct a debriefing to evaluate your preparation, 
teamwork, and communication. 
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Positive-Pressure Ventilation 


PIP 


Pressure (cm H20) 


PEEP PE. 


Time (sec) ——~> 


Figure 4.1. Pressure tracing during 

3 positive-pressure breaths. PIP = Peak 
inspiratory pressure, PEEP = positive 
end-expiratory pressure, IT = inspiratory 
time. 





Why does the Neonatal Resuscitation Program® 
focus on positive-pressure ventilation? 

Ventilation of the newborn’s lungs is the single most important and 
effective step in neonatal resuscitation. Learning how to provide PPV 
is the foundation of neonatal resuscitation. This lesson focuses on 


assisted ventilation through a face mask. The next lesson describes 
how to provide ventilation through alternative airways. 


Explain the common terminology used to describe 
positive-pressure ventilation. 


Several terms and abbreviations are used to describe PPV (Figure 4.1). 


e Peak inspiratory pressure (PIP): The highest pressure 
administered with each breath 


Positive end-expiratory pressure (PEEP): The gas pressure 
maintained in the lungs between breaths when the baby is 
receiving assisted breaths 


Continuous positive airway pressure (CPAP): The gas pressure 
maintained in the lungs between breaths when a baby is 
breathing spontaneously 


e Rate: The number of assisted breaths administered per minute 


e Inspiratory time (IT): The time duration (seconds) of the 
inspiratory phase of each positive-pressure breath 


e Manometer: A gauge used to measure gas pressure 


What are the different types of 
resuscitation devices used to 
ventilate newborns? 


Three types of devices are commonly used for 
ventilation. 


@ A self-inflating bag fills spontaneously 
with gas (air, oxygen, or a blend of both) 
after it has been squeezed and released 
(Figure 4.2). 


Figure 4.2. Self-inflating bag. Fills spontaneously. Does not need 
compressed gas or a tight seal to fill. 
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@ A flow-inflating bag (also called an anesthesia bag) only fills when 
gas from a compressed source flows into it and the outlet is sealed 
(Figure 4.3). 





Figure 4.3. Flow-inflating bag. Requires compressed gas and a tight seal to fill. 


© A T-piece resuscitator directs compressed gas toward the baby 
when an opening on the top of the T-shaped device is occluded 
(Figure 4.4). 





Figure 4.4. T-piece resuscitator. Requires compressed gas to function. Pressures 
are set by mechanical controls on the device. 


Find out what kind of resuscitation device is used in your hospital. If 
your hospital uses flow-inflating bags or T-piece resuscitators, you 
should still learn how to use a self-inflating bag. A self-inflating bag 
should be readily available as a backup wherever resuscitation may be 
needed in case compressed gas is not available. The 3 devices are 
briefly described in the following text. Additional details are found in 
the Appendix to this lesson. You should read those sections of the 
Appendix that apply to the devices used in your hospital. 
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Self-inflating bags 


A self-inflating bag remains fully inflated unless it is being squeezed 
(Figure 4.5). Once you release the bag, it recoils and draws fresh gas 
into the bag. If the bag is attached to an oxygen source, it fills with gas 
at the supplied oxygen concentration. If the bag is not attached to an 
oxygen source, it fills by drawing room air (21% oxygen) into the bag. 
Because the bag self-inflates, it does not require compressed gas or a 
tight seal at the outlet to remain inflated. The ventilation rate is 
determined by how often you squeeze the bag and the IT is determined 
by how quickly you squeeze the bag. Peak inspiratory pressure is 
controlled by how hard the bag is squeezed. PEEP may be 
administered if an additional valve is attached to the bag. Because gas 
does not flow out of the mask unless the bag is being squeezed, a 
self-inflating bag and mask cannot be used to administer CPAP or 
free-flow oxygen. Free-flow oxygen may be administered through the 
open reservoir (“tail”) on some self-inflating bags. 





Figure 4.5. Self-inflating bags with a closed reservoir (A) and an open “tail” reservoir (B). Both bags 
reinflate automatically without compressed gas. 


Most self-inflating bags have a pressure-release valve, also called a 
pop-off valve, which limits the peak pressure. These valves are usually 
set to release at 30 to 40 cm H,O pressure, but they are not reliable and 
may not release until higher pressures are achieved. Some self-inflating 
bags have a device that allows the pressure-release valve to be 
temporarily occluded, allowing higher pressures to be administered. 
Occluding the pop-off valve should be an unusual occurrence and care 
must be taken not to use excessive pressure. 


Flow-inflating bags 


A flow-inflating bag inflates only when a compressed gas source is 
flowing into the bag and the outlet is sealed, such as when the mask is 
tightly applied to a baby’s face (Figure 4.6A). If compressed gas is not 
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flowing into the bag or the outlet is not sealed, the bag collapses and 
looks like a deflated balloon (Figure 4.6B). The ventilation rate is 
determined by how often you squeeze the bag and the IT is determined 
by how quickly you squeeze and release the bag. Peak inspiratory 
pressure is controlled by how hard the bag is squeezed and the balance 
between the amount of gas flowing into the bag and the gas escaping 
through an adjustable flow-control valve. PEEP, CPAP, and free-flow 
oxygen are also controlled by this balance in gas flow. 





A 


Figure 4.6. Flow-inflating bag inflated with compressed gas and a tight seal against the baby’s face (A). If 
compressed gas is not flowing into the bag or the outlet is not sealed, the bag collapses (B). 


To ensure that the appropriate pressure is used, a manometer should 
always be used with a self-inflating or a flow-inflating bag. The 
manometer may be built into the bag or there may be an attachment 
site for an external manometer. If the attachment site is left open 
without a manometer attached, it will cause a large gas leak and 
prevent the baby from receiving the desired inspiratory pressure. A 
large leak may prevent a flow-inflating bag from filling. 


T-piece resuscitator 


A T-piece resuscitator is a mechanical device that uses valves to 
regulate the flow of compressed gas directed toward the patient (Figure 
4.7). Similar to the flow-inflating bag, the device requires a compressed 
gas source. A breath is delivered by using a finger to alternately 
occlude and release a gas escape opening on the top of the T-piece cap. 
When the opening is occluded, gas is directed through the device and 
toward the baby. When the opening is released, some gas escapes 
through the cap. The rate is determined by how often you occlude the 
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Figure 4.7. AT-piece resuscitator (A). The T-piece resuscitator's pressure is controlled by adjustable valves. Inspiratory pressure is 
adjusted by a dial on the machine (B) and PEEP is controlled by a dial on the T-piece cap (C). 


opening on the cap and the IT is controlled by how long the opening is 
occluded. There are 2 control dials that are used to limit the 
inspiratory pressure. The inspiratory pressure control limits the PIP 
during each assisted breath. The maximum pressure relief control is a 
safety feature, similar to the pop-off valve on a self-inflating bag, which 
prevents the user from increasing the PIP beyond a preset value. This 
control dial may be covered by a removable shield. An adjustable dial 
on the T-piece cap controls how much gas is allowed to escape between 
breaths and, therefore, adjusts the PEEP and CPAP. A built-in 
manometer measures the inspiratory and expiratory pressure. 


What are the indications for positive-pressure 
ventilation? 


After completing the initial steps, PPV is indicated if the baby is not 
breathing (apneic), OR if the baby is gasping, OR if the baby’s heart rate 
is less than 100 bpm. When indicated, PPV should be started within 1 
minute of birth. 








Indications for 
Positive-Pressure Ventilation In addition, a trial of PPV may be considered if the baby is breathing 


and the heart rate is greater than or equal to 100 bpm, but the baby’s 





e Apnea (not breathing) 


oxygen saturation cannot be maintained within the target range 


e Gasping . 
e Heart rate less than 100 bpm despite free-flow oxygen or CPAP. 
e Oxygen saturation below the Immediately call for help if you are alone. Your assistant(s) will 


target range despite free-flow 


monitor the heart rate response to PPV, watch for chest movement, 
oxygen or CPAP 


and attach a pulse oximeter to the right hand/wrist. 
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How do you prepare to begin positive-pressure 
ventilation? 


1. Clear secretions from the airway. 


If not done already, suction the mouth and nose to be certain that 
secretions will not obstruct PPV. 


2. Position yourself at the baby's head. 


The person responsible for positioning the airway and holding the 
mask on the baby’s face is positioned at the baby’s head (Figure 4.8). It 
is difficult to maintain the head, neck, and mask in the correct position 
when standing at the side or foot of the bed. Team members at the side 
of the bed are better positioned to assist with pulse oximeter placement 
and assess chest movement and breath sounds. 


3. Position the baby’s head and neck. 


The baby’s head and neck should be neutral or slightly extended in the 
sniffing position so that the baby’s chin and nose are directed upward 
(Figure 4.9). Improper positioning is one of the most common reasons 
for ineffective mask ventilation. The airway will be obstructed if the 
neck is excessively flexed or extended. Because the back of a newborn’s 
head (occiput) is prominent, it may be helpful to lift the shoulders 





Term? Tone? 
Breathing or 
crying? 


Warm and maintain normal 
temperature, position airway, clear 
secretions if needed, dry, stimulate. 





Apnea, gasping, or 
HR below 100 
bpm? 








PPV. 





Spo, monitor. 
Consider ECG monitor. 





Position yourself at the baby's head to provide assisted ventilation. The sniffing position 
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slightly by placing a rolled towel or small blanket under the baby’s 
shoulders (Figure 4.10). 


How do you position the mask on the baby’s face? 


1. Select the correct mask. 


A variety of mask sizes should be available at every delivery. Neonatal 
masks have a cushioned or soft pliable rim and come in 2 shapes— 
round and anatomically shaped (Figure 4.11). Anatomically shaped 
masks are made to be placed with the pointed part of the mask fitting 
over the nose. The mask should rest on the chin and cover the mouth 
and nose, but not the eyes. The correct mask will create a tight seal on 
the face (Figure 4.12). 





Figure 4.10. Shoulder roll used to position the head Figure 4.11. Round (top) and anatomic 


and neck 


(bottom) face masks 


D2 


Correct size anatomic Incorrect (small) anatomic Incorrect (large) anatomic Incorrect (upside down) anatomic 


Correct size round 





Figure 4.12. Correct and 
incorrect-sized anatomic and 
round face masks. The first 
mask in each row is correct. The 
remaining masks are incorrect. 
They are too small, too large, or 
upside down. 


Incorrect (small) round Incorrect (large) round 





2. Place the mask on the baby’s face. 


An airtight seal between the rim of the mask and the face is necessary 
to achieve the pressure that will inflate the lungs with any resuscitation 
device. Ventilation will not be successful if there is a large air leak from 
an improperly placed mask. 


One-Hand Technique: 


Begin by cupping the chin in the bottom of an anatomic mask and then 
bring the mask over the mouth and nose (Figure 4.13). Hold the mask 
on the face with the thumb and index finger encircling the rim. Place 
the other 3 fingers under the bony angle of the jaw and gently lift the 
jaw upward toward the mask. Once the mask is positioned, an airtight 
seal can be formed by using even, downward pressure on the rim of the 
mask while holding the head in the sniffing position (Figure 4.14A). 


Some round masks are designed to be held by the stem rather than the 
rim (Figure 4.14B). If you apply pressure to the rim of this type of 
mask, the mask shape is deformed and will leak. 





Figure 4.14. Maintaining a seal with the 1-hand technique using an anatomic mask (A) or a round mask (B). 
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Two-Hand Technique With Jaw Thrust: 


It can be difficult to maintain a good seal and the correct head position 
with 1 hand. If you cannot achieve a good seal, use both hands to hold 
the mask with the jaw thrust technique. Use the thumb and first finger 
of both hands to hold the mask against the face. Place the other 

3 fingers of each hand under the bony angle of the jaw and gently lift 
the jaw upward toward the mask (Figure 4.15). While you concentrate 
on making a good seal and maintaining the correct head position, 
another team member stands at the baby’s side and squeezes the bag or 
occludes the T-piece cap. A third person monitors the baby’s response. 





A 
Figure 4.15. Two-hand technique with jaw thrust 


Precautions 
Care must be taken when holding the mask. 


¢ Do not “jam” the mask down on the face. Too much pressure can 
obstruct the mask, cause air to leak around the side of the mask, 
inadvertently flex the baby’s neck, or bruise the face. 


e Be careful not to rest your hand on the baby’s eyes. 
e Be careful not to compress the soft tissue of the baby’s neck. 


e Recheck the position of the mask and the baby’s head at intervals to 
make sure they are still correctly positioned. 


What concentration of oxygen should be used to 
start positive-pressure ventilation? 

Studies have shown that resuscitation started with 21% oxygen is just 
as effective as resuscitation started with 100% oxygen. In an attempt to 


balance the hazards possibly associated with extremes of oxygenation, 
this program recommends that your goal during and following 
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resuscitation of a newborn should be to achieve an oxygen saturation, 
as measured by pulse oximetry, that closely mimics the saturation 
measured in healthy babies born at term. Before birth and throughout 
intrauterine development, the fetus has a blood oxygen saturation of 
approximately 60%. After birth, the oxygen saturation gradually 
increases above 90%. However, even healthy term newborns may take 
10 minutes or longer to reach this saturation. 


e For the initial resuscitation of newborns greater than or equal to 
35 weeks’ gestation, set the blender to 21% oxygen (Figure 4.16). 


e For the initial resuscitation of newborns less than 35 weeks’ 
gestation, set the blender to 21% to 30% oxygen. 


e Set the flowmeter to 10 L/minute (Figure 4.16). 


e An assistant should place a pulse oximeter sensor on the right hand 
or wrist as soon as possible after PPV is started. Once the oximeter 
is reading reliably, compare the baby’s pre-ductal oxygen saturation 
with the range of target values summarized in Table 4-1 and adjust 
the oxygen concentration as needed. 


What ventilation rate should be used during 
positive-pressure ventilation? 


Breaths should be given at a rate of 40 to 60 breaths per minute. 


Count out loud to help maintain the correct rate. Use the rhythm, 
“Breathe, Two, Three; Breathe, Two, Three; Breathe, Two, Three.” Say 
“Breathe” as you squeeze the bag or occlude the T-piece cap and 
release while you say “Two, Three” (Figure 4.17). 


Breathe... Breathe.... 
(squeeze) PERRE | (squeeze) 











Figure 4.16. Flowmeter set to 
10 L/min. Adjust blender to desired 
oxygen concentration. 


Table 4-1. Oxygen saturation target 
range 


Target Pre-ductal Spo, 
After Birth 


60%-65% 
2 min 65%-70% 
3 min 70%-75% 
75%-80% 
80%-85% 
10 min 85%-95% 




































Figure 4.17. Count the rhythm out loud to maintain the correct rate. 
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How much pressure should be used to start 
positive-pressure ventilation? 


After birth, fetal lung fluid within the alveoli must be replaced with air 
for gas exchange to occur. If the baby has not taken a spontaneous 
breath, the first few assisted breaths may require higher than usual 
pressure to move fluid out of the air spaces and inflate the alveoli. 
However, excessively high lung volumes and airway pressures can 
cause lung injury. The goal is to use just enough pressure to inflate and 
aerate the lungs so that the heart rate and oxygen saturation increase. 


Start with a PIP of 20 to 25 cm H,O. Full-term babies may require a 
higher inspiratory pressure for the first few breaths to inflate their 
lungs (30-40 cm H,O). After the initial inflating breaths, you may be 
able to decrease the inspiratory pressure. 


Administering PEEP with the initial inflating breaths helps to achieve 
stable lung inflation more quickly, remove fluid, and prevent the air 
spaces from collapsing during exhalation. When PEEP is used, the 
suggested initial setting is 5 cm H,O. 


Once you inflate the lungs, you should see a gentle rise and fall of the 
chest with each breath. If the baby appears to be taking very deep 
breaths during PPV, you are probably using too much pressure and 
the lungs may become overinflated. This increases the risk of 
producing an air leak within the lung (pneumothorax). Remember that 
the volume of a normal breath is much smaller than the amount of gas 
in your resuscitation bag. 


If the baby is preterm, visual assessment of chest movement may be 
less reliable and the risk of injury from overinflation may be greater. It 
is possible to achieve successful ventilation without apparent chest 
movement. Additional details about providing assisted ventilation to 
preterm newborns are included in Lesson 9. 


Review 


@ The single most important and most effective step in neonatal 
resuscitation is (aggressive stimulation)/(ventilation of the lungs). 


@ Positive-pressure ventilation is indicated ifthe baby is__—_—or 
, or the heart rate is less than beats per minute 
after the initial steps. (Fill in the blanks.) 


© A baby is born limp and apneic. You place her under a radiant 
warmer, position her airway, remove secretions, and dry and 
stimulate her. She does not improve. The next step is to (stimulate 
her more)/(begin positive-pressure ventilation). 





@ If positive-pressure ventilation is given, at least (1)/(2) qualified 
providers will be needed at the radiant warmer to perform the 
necessary steps efficiently. 


© Which of these devices is a self-inflating bag, a flow-inflating bag, a 
T-piece resuscitator? 








© For positive-pressure ventilation, adjust the flowmeter to 
(5 L/min)/(10 L/min). 


@ An anatomically shaped mask should be positioned with the 
(pointed)/(rounded) end over the newborn’s nose. 


© Which mask is the correct size and correctly placed on the 
newborn’s face? 





© Administer positive-pressure ventilation at a rate of (20 to 
25 breaths per minute)/(40 to 60 breaths per minute). 


@ Begin positive-pressure ventilation with an inspiratory pressure of 
(20 to 25 cm H,O)/(40 to 60 cm H,0). 


@ Ventilation of the term newborn begins with (21% oxygen)/(40% 
oxygen). 


@ The oxygen concentration used during resuscitation is guided by 
the use of a (manometer)/(pulse oximeter) that measures the 
baby’s oxygen saturation. 
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© Ifyou are using a device that administers positive end-expiratory 
pressure (PEEP), the recommended initial pressure is (5 cm H,O)/ 
(10 cm H,O). 


Answers 


@ The single most important and most effective step in neonatal 
resuscitation is ventilation of the lungs. 


@ Positive-pressure ventilation is indicated if the baby is apneic or 
gasping, or the heart rate is less than 100 beats per minute after the 
initial steps. 


The next step is to begin positive-pressure ventilation. 


© If positive-pressure ventilation is given, at least 2 qualified 
providers will be needed at the radiant warmer to perform the 
necessary steps efficiently. 


© Figure A= flow-inflating, Figure B= self-inflating, 
Figure C= T-piece resuscitator. 


© For positive-pressure ventilation, adjust the flowmeter to 
10 L/min. 


@ An anatomically shaped mask should be positioned with the 
pointed end over the newborn’s nose. 


® Mask A is the correct size and is correctly placed on the newborn’s 
face. 


© Administer positive-pressure ventilation at a rate of 40 to 
60 breaths per minute. 


@ Begin positive-pressure ventilation with an inspiratory pressure of 
20 to 25 cm H,0. 


Ventilation of the term newborn begins with 21% oxygen. 


@ The oxygen concentration used during resuscitation is guided by 
the use of a pulse oximeter that measures the baby’s oxygen 
saturation. 


@ Ifyou are using a device that administers positive end-expiratory 
pressure (PEEP), the recommended initial pressure is 5 cm H,O. 
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How do you evaluate the baby’s response to 
positive-pressure ventilation? 


The most important indicator of successful PPV is a rising heart rate. 
Initiate PPV at the recommended rate and pressure. An assistant will 
monitor the baby’s heart rate response with a stethoscope, pulse 
oximeter, or an electronic cardiac (ECG) monitor. You will make 

2 separate assessments of the baby’s heart rate response to PPV. Your first 
assessment determines if the baby’s heart rate is increasing with PPV. 


First Heart Rate Assessment: Check the baby’s 
heart rate after 15 seconds of positive-pressure 
ventilation. 


If PPV was started because the baby had a low heart rate, the baby’s 
heart rate should begin to increase within the first 15 seconds of PPV. 
If the heart rate does not increase, you must determine if you are 
inflating the baby’s lungs and take corrective action if necessary. 


Heart rate is increasing. 


If the baby’s heart rate is increasing, the assistant should announce 
“Heart rate is increasing.” Continue PPV and do your second 
assessment of the baby’s heart rate after another 15 seconds. 


Heart rate is not increasing. 


If the baby’s heart rate is NOT increasing, the assistant should 
announce “Heart rate is NOT increasing.” Check for chest movement 
with the assisted breaths, report the finding, and follow the steps below 
(Figure 4.19). 


> Heart rate not increasing - Chest IS moving. 
e Announce “Chest IS moving.” 


e Continue PPV that moves the chest. 


e Do your second assessment of the baby’s heart rate after 
another 15 seconds of PPV that moves the chest. 


> Heart rate not increasing - Chest is NOT moving. 


e Announce “Chest is NOT moving.” 


¢ Ventilations are not inflating the lungs. Perform the 
ventilation corrective steps described in the following text 
until you achieve chest movement with ventilation. 


81 


Positive-Pressure Ventilation 





e Alert the team when chest movement has been achieved. 
e Continue PPV that moves the chest. 


e Do your second assessment of the baby’s heart rate after 
30 seconds of PPV that moves the chest. 


The ventilation corrective steps ("MR. SOPA steps”) 


The most likely reasons for ineffective mask ventilation are (1) leak 
around the mask, (2) airway obstruction, and (3) insufficient 
ventilating pressure. The 6 ventilation corrective steps address these 
common problems and are summarized in Table 4-2. You may use the 
mnemonic “MR. SOPA” to remember the 6 steps in order—Mask 
adjustment, Reposition head, Suction airway, Open mouth, Pressure 
increase, and Alternative airway. You will perform the corrective steps 
until you achieve chest movement with assisted breaths. Once chest 
movement is achieved, the assistant will announce, “The chest is 
moving NOW.” You will continue PPV for 30 seconds and assess the 
baby’s heart rate response. 


Table 4-2. The 6 Ventilation Corrective Steps: MR. SOPA 


Mask adjustment. 


Corrective Steps Actions 
M 


Reapply the mask. Consider the 2-hand technique. 





R. | Reposition airway. 


Place head neutral or slightly extended. 





Try PPV and reassess chest movement. 





S Suction mouth and nose. 


Use a bulb syringe or suction catheter. 





Open mouth. 


Open the mouth and lift the jaw forward. 





Try PPV and reassess chest movement. 





P Pressure increase. 


Increase pressure in 5 to 10 cm H20 increments, maximum 40 cm H30. 





Try PPV and reassess chest movement. 








A | Alternative Airway 





Place an endotracheal tube or laryngeal mask. 











Figure 4.18. Inadequate mask seal 
on the face may result in ineffective 
ventilation. Air leak between the cheek 
and bridge of the nose is common. 
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Try PPV and assess chest movement and breath sounds. 





M: Mask adjustment. 


Reapply the mask to the face to form a better seal. Indicators of a good 
seal include achieving the desired PIP, maintaining the desired PEEP, 
and rapid reinflation of a flow-inflating bag between breaths. If a leak 
is present, use a little more pressure on the rim of the mask and lift the 
jaw upward. Do not press down hard on the baby’s face. The most 
common place for a leak to occur is between the cheek and bridge of 
the nose (Figure 4.18). If you continue to have difficulty achieving a 
tight seal, use the 2-hand technique described previously. 





R: Reposition the baby’s head. 


The airway may be obstructed because the neck is flexed too far 
forward or is overextended. Reposition the baby’s head and neck to 
ensure that it is neutral or slightly extended (the sniffing position). 


After performing the M and R steps, try ventilating again while watching 
for chest movement. If the chest is not moving, proceed to the next 2 steps. 


S: Suction the mouth and nose. 


The airway may be blocked by thick secretions. Suction the mouth and 
nose with a bulb syringe. In unusual situations, thick secretions may be 
blocking the trachea, and endotracheal intubation for suction may be 
required. 


O: Open the baby’s mouth. 
Use your finger to open the baby’s mouth and reapply the mask. 


After performing the S and O steps, try ventilating again while watching 
for chest movement. If the chest is still not moving, proceed to the next step. 


P: Pressure increase. 


Although you have an adequate seal and an open airway, inflating the 
baby’s lungs may require a higher inspiratory pressure. Use the 
manometer to guide adjustments of the inspiratory pressure. Increase 
the pressure by 5 to 10 cm H,O increments until you achieve chest 
movement. The maximum recommended pressure with face-mask 
ventilation for a term newborn is 40 cm H,0O. 


If you are using a T-piece resuscitator, an assistant will need to adjust 
the PIP dial. If you are using a self-inflating bag, you may need to 
temporarily occlude the pop-off valve to achieve pressures greater than 
30 cm H,O. Use caution when occluding the pop-off valve. 


Try ventilating with gradually increasing pressure while watching for 
chest movement. If the chest is still not moving with the maximum 
recommended pressure (40 cm H,O for term newborn), proceed to the 
next step. 


A: Alternative airway. 


Mask ventilation techniques are not always sufficient to inflate the 
lungs. If you have completed the first 5 corrective steps and you still 
cannot achieve chest movement, you should insert an alternative 
airway such as an endotracheal tube or laryngeal mask (Lesson 5). 
Once an alternative airway is inserted, begin PPV and evaluate the 
baby’s chest movement and breath sounds. 
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Alert the team when chest movement with ventilation is achieved. 


Once you achieve chest movement with each assisted breath, 
announce, “The chest is moving NOW.” Continue PPV for 30 seconds. 
This ensures that your whole team knows when to reevaluate the heart 


rate response. 


First Assessment 


Heart Rate After 15 Seconds of PPV 


Increasing | | 


e Announce “Heart rate 
is increasing.” 
e Continue PPV. 


* Second HR assessment 
after another 15 
seconds of PPV. 





Not Increasing 
Chest IS Moving 


e Announce “Heart rate 
NOT increasing, chest IS 
moving.” 

e Continue PPV that 
moves the chest. 

e Second HR assessment 
after another 15 
seconds of PPV that 
moves the chest. 





Second Assessment 


Not Increasing 
Chest NOT Moving 


e Announce “Heart rate 
NOT increasing, chest is 
NOT moving.” 

e Ventilation corrective 
steps until chest 
movement with PPV. 

+ Intubate or laryngeal 
mask if necessary. 

e Announce when chest 
is moving. 

* Continue PPV that 
moves the chest. 

e Second HR assessment 
after 30 seconds of 
PPV that moves the 
chest. 


Heart Rate After 30 Seconds of PPV That Moves the Chest 





At least 


100 beats per minute (bpm) 


e Continue PPV 40-60 
breaths/min until 


spontaneous effort. 





60-99 bpm 


e Reassess ventilation. 


e Ventilation corrective 
steps if necessary. 





<60 bpm 


e Reassess ventilation. 

e Ventilation corrective 
steps if necessary. 

e Insert an alternative 


airway. 

+ If no improvement, 
100% oxygen and 
chest compressions. 





Figure 4.19. Evaluating the baby’s response to PPV determines your next steps. The first heart rate 
check is performed after 15 seconds of PPV. The second heart rate check is performed after 
30 seconds of PPV that inflates the lungs. 





You will do your second assessment of the baby’s heart rate after 
30 seconds of ventilation that inflates the lungs as indicated by chest 
movement. 


If you have difficulty maintaining chest movement during this time, 
repeat the ventilation corrective steps as needed. Place an alternative 
airway if you have persistent difficulty maintaining effective 
ventilation with a face mask. 


Second Heart Rate Assessment: Check the baby’s 
heart rate after 30 seconds of ventilation that 
inflates the lungs. 


> The heart rate is greater than or equal to 100 bpm. 


Assisted ventilation has been successful. Continue ventilating at a rate 
of 40 to 60 breaths per minute (Figure 4.19). Monitor the baby’s chest 
movement, heart rate, and respiratory effort. Adjust the oxygen 
concentration as needed based on pulse oximetry. When the heart rate 
is consistently more than 100 bpm, gradually reduce the rate and 
pressure of PPV, observe for effective spontaneous respirations, and 
stimulate the baby to breathe. Positive-pressure ventilation may be 
discontinued when the baby has a heart rate continuously over 

100 bpm and sustained spontaneous breathing. 


After PPV is stopped, continue to monitor the baby’s oxygen 
saturation and breathing. Free-flow oxygen or CPAP may be required 
and can be weaned, as tolerated, based on pulse oximetry. 


> The heart rate is at least 60 bpm, but less than 100 bpm. 


Continue to administer PPV (40-60 breaths per minute) as long as the 
baby is showing steady improvement. Monitor the oxygen saturation 
and adjust the oxygen concentration to meet the target saturation 
range indicated on the table. 


If the heart rate remains at least 60 bpm, but less than 100 bpm and is 
not improving, consider each of the following (Figure 4.19): 
e Quickly reassess your ventilation technique. 

- Is the chest moving? 

- Does your assistant hear bilateral breath sounds? 

- Perform the ventilation corrective steps if necessary. 


e Monitor heart rate, chest movement, respiratory effort, and oxygen 
saturation. 
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e Adjust the oxygen concentration to meet the target saturation. 


e Consider inserting an alternative airway if one is not already in 
place. 


e Call for additional expertise to help problem solve this situation. 
> The heart rate is less than 60 bpm. 


This uncommon situation occurs when the heart cannot respond to 
ventilation alone and requires additional support to bring oxygenated 
blood to the coronary arteries. Consider each of the following (Figure 
4.19): 
e Quickly reassess your ventilation technique. 

- Is the chest moving? 

- Does your assistant hear bilateral breath sounds? 

- Perform the ventilation corrective steps if necessary. 


e Adjust the oxygen concentration to meet the target saturation. 


e Ifnot already done, inserting an alternative airway and providing 
30 seconds of ventilation through the airway is strongly 
recommended. 


e Call for additional help. 


e Ifthe baby’s heart rate remains less than 60 bpm despite 30 seconds 
of PPV that inflates the lungs (chest movement), preferably through 
an alternative airway, increase the oxygen concentration (F103) to 
100% and begin chest compressions as described in Lesson 6. 


What do you do if the baby is breathing 
spontaneously and has a heart rate at least 
100 bpm, but has labored breathing or low 
oxygen saturation despite free-flow oxygen? 


If the baby is breathing spontaneously and has a heart rate at least 

100 bpm, but has labored respirations or low oxygen saturation, CPAP 
may be helpful. CPAP is NOT appropriate therapy for a baby who is 
not breathing spontaneously or whose heart rate is less than 100 bpm. 


The distinction between PEEP and CPAP can be confusing. PEEP 
refers to pressure maintained between breaths when a baby is receiving 
assisted breaths. CPAP is a technique for maintaining pressure within 
the lungs of a spontaneously breathing baby. CPAP keeps the lungs 





slightly inflated at all times and may be helpful for preterm babies 
whose lungs are surfactant deficient causing the alveoli to collapse at 
the end of each exhalation. When CPAP is provided, the baby does not 
have to work as hard to reinflate the lungs with each breath. CPAP also 
may be beneficial for newborns with retained fetal lung fluid. Using 
early CPAP, you may be able to avoid the need for intubation and 
mechanical ventilation. 


e Administering CPAP during the initial stabilization period 


CPAP is administered by making a tight seal between the baby’s face 
and a mask attached to either a T-piece resuscitator or a flow-inflating 
bag. CPAP cannot be administered with a self-inflating bag even if a 
PEEP valve has been placed. The desired CPAP is achieved by 
adjusting the PEEP cap on the T-piece resuscitator or the flow-control 
valve on the flow-inflating bag (Figure 4.20). Test the amount of CPAP 
before applying the mask to the baby’s face by holding the mask tightly 
against your hand and reading the pressure on the manometer 
(pressure gauge). Adjust the PEEP cap or the flow-control valve so that 
the manometer reads 5 cm H,O pressure. 





Mii Why 








D 


Adjust the CPAP pressure by turning the cap on the T-piece resuscitator (A, B) or the 
flow-control valve on the flow-inflating bag (C, D) before placing the mask on the baby’s face. 
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After you have adjusted the CPAP to the desired pressure, place it 
firmly against the baby’s face (Figure 4.21). Lift the baby’s jaw into the 
mask instead of pushing the baby’s head down into the mattress. 
Check that the pressure is still at the selected level. If it is lower, you 
may not have a tight seal of the mask on the baby’s face. You may 
adjust the CPAP depending on how hard the baby is working to 
breathe. Do not use more than 8 cm H,O. If the baby is not breathing 
effectively, you need to give PPV breaths instead of CPAP. 





A 
Figure 4.21. Administering face-mask CPAP with a T-piece (A) and flow-inflating bag (B). The 
manometer shows the amount of CPAP administered. A tight seal must be maintained with the mask. 


e Administering CPAP after the initial stabilization period 


If CPAP will be administered for a prolonged period, you will use nasal 
prongs or a nasal mask (Figure 4.22). After the initial stabilization, 
CPAP can be administered with a bubbling water system, a dedicated 
CPAP device, or a mechanical ventilator. 





(Used with permission of Mayo Foundation for Medical Education and Research.) 


88 





When should you insert an orogastric tube? 


During CPAP or PPV with a mask, gas enters the esophagus and 
stomach (Figure 4.23). Gas in the stomach may interfere with 
ventilation. If a newborn requires CPAP or PPV with a mask for 
longer than several minutes, consider placing an orogastric tube and 
leaving it uncapped to act as a vent for the stomach. 


Equipment needed: 
¢ 8F feeding tube 
e Large syringe 


e Tape 





Insertion steps: 


Figure 4.23. Excess gas in stomach 
@ Measure the distance from the bridge of the nose to the earlobe and from bag-mask ventilation 
from the earlobe to a point halfway between the xiphoid process (the 
lower tip of the sternum) and the umbilicus. Note the centimeter 
mark at this place on the tube (Figure 4.24). To minimize 
interruption of ventilation, measurement of the orogastric tube 
can be approximated with the mask in place. 


= Al 





Figure 4.24. Measuring the correct insertion depth for an 
orogastric tube. In this example, the tube should be inserted 28 cm. 


@ Insert the tube through the mouth (Figure 4.25A). Ventilation can 
be resumed as soon as the tube has been placed. Reassess the 
face-mask seal. 


© Once the tube is inserted the desired distance, attach a syringe and 
remove the gastric contents (Figure 4.25B). 


© Remove the syringe from the tube and leave the end of the tube 
open to provide a vent for air entering the stomach (Figure 4.25C). 


© Tape the tube to the baby’s cheek (Figure 4.25D). 
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Figure 4.25. Insertion of an orogastric 
tube (A), aspirating the orogastric tube 
(B), opening the orogastric tube to vent 
(C), and securing the orogastric tube with 
tape (D) 





Focus on Teamwork 


Providing PPV highlights several opportunities for effective teams to 
use the Neonatal Resuscitation Program (NRP°®) Key Behavioral skills. 


Behavior Example 


Anticipate and plan. Ensure that you have enough personnel present at the time of birth based on the risk 
factors you identified. 


During your pre-resuscitation team briefing, plan roles and divide responsibilities. 
Determine who performs PPV, auscultates the heart rate, assesses chest movement, 
places the pulse oximeter, and documents events as they occur. 





Delegate workload optimally. If PPV is required, at least 2 or 3 qualified providers are needed to perform all of the 


Call for help when needed. tasks quickly. 


If you have difficulty maintaining a good seal, the 2-hand technique may be required, 
which requires a second person to administer the assisted breath and a third person 
to evaluate the response. 


You may need to call for additional help if intubation is required. 





Communicate effectively. The individuals providing PPV and assessing the effectiveness of ventilation must 
share information and communicate with each other. 


If the ventilation corrective steps are required, frequent information sharing after 
each step is crucial. It is important to announce when chest movement has been 
achieved (“Chest is moving NOW.") so that the team knows when to evaluate the 
heart rate response. 





Know your environment. Know how to operate and troubleshoot your PPV device. 











Use available resources. Know how to obtain an electronic cardiac (ECG) monitor. 
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Frequently Asked Questions 


Can a carbon dioxide (CO,.) detector be used to help assess the 
efficacy of ventilation during the corrective steps? 


Yes, using a CO, detector during the ventilation corrective steps can 
provide a visual cue (Table 4-3) that helps you and your team identify 
when you have achieved ventilation that inflates the lungs. During 
effective mask ventilation, CO, from the baby’s lungs will be exhaled 
through the mask. If you place a CO, detector between the mask and 
the PPV device (bag or T-piece) and you are providing effective 
ventilation, you should see the detector turn yellow during each 
exhalation (Figure 4.26). If the CO, detector does not turn yellow, your 
face-mask ventilation attempts may not be aerating the lungs. If the 
detector remains blue/purple after the first 5 corrective steps and the 
heart rate has not improved, it is another indication that you have not 
achieved effective ventilation and an alternative airway is needed. 


Table 4-3. Interpreting the CO, detector with face-mask ventilation 











CO, Detector Color Interpretation 

Blue/Purple Not ventilating the lungs or low 
cardiac output. 

Yellow Ventilating the lungs. 

Initially blue/purple then turns yellow | The ventilation corrective step was 

after a ventilation corrective step effective; heart rate will likely improve 
quickly. 

Initially turns yellow then returns to Lung ventilation has been lost. 

blue/purple Perform the ventilation corrective 
steps. 














Figure 4.26. Colorimetric CO, detector used with face mask during ventilation 
corrective steps. Color change to yellow suggests ventilation of the lungs. 
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What are the advantages and disadvantages of each resuscitation 
device? 


The self-inflating bag is often considered easier to use and requires 
little time to set up. Because it fully reinflates even without a seal, you 
will be less likely to know if you have a large leak between the mask 
and the baby’s face. It is difficult to control the inspiratory time with a 
self-inflating bag. In addition, the mask cannot be used to administer 
CPAP to a spontaneously breathing baby. 


The flow-inflating bag (also called an anesthesia bag) is more 
complicated to set up and takes more practice to use effectively. It 
requires a compressed gas source and adjustments to find the correct 
balance between gas inflow and outflow. The advantage is that you will 
know immediately if you lose gas pressure or have a leak between the 
bag and mask because the bag will deflate. Absent or partial inflation 
of the bag indicates that a tight seal has not been established. An 
effective face-mask seal is indicated by observing stable PEEP/CPAP 
on the manometer. The inspiratory time can be increased, if needed, 
by squeezing the bag for a longer period of time. 


The T-piece resuscitator also requires some preparation time for setup 
prior to use. Similar to the flow-inflating bag, it requires a compressed 
gas source and adjustment to the dials controlling the PIP and PEEP. 
The primary advantage of the T-piece resuscitator is that it provides 
more consistent pressure with each breath than either the self-inflating 
or flow-inflating bag. An effective face-mask seal is indicated by 
observing stable PEEP/CPAP on the T-piece manometer. In addition, 
the users may not become fatigued because they are not repeatedly 
squeezing a bag. The inspiratory time can be increased, if needed, by 
occluding the hole on the T-piece cap for a longer period of time. 


Can you give free-flow oxygen using a resuscitation device? 


Free-flow oxygen cannot be given reliably via the mask of a self- 
inflating bag (Figures 4.27A and 4.27B). Free-flow oxygen may be 
given through the tail of an open reservoir. If your hospital has 
self-inflating bags with closed reservoirs, you will need separate tubing 
to administer free-flow oxygen. 


Free-flow oxygen can be given via the mask of a flow-inflating bag or 
T-piece resuscitator (Figures 4.28A and 4.28B). The mask should be 
placed close to the face, allowing some gas to escape around the edges. 
If the mask is held tightly to the face, pressure will build up in the bag 
or in the T-piece device. If a flow-inflating bag is used, the bag should 
not inflate when used to provide free-flow oxygen. An inflated bag 
indicates that the mask is tight against the face and positive-pressure is 


Ee SO 





A B 


INCORRECT. Free-flow oxygen CANNOT be given CORRECT method for administering free-flow 
reliably through the mask of a self-inflating bag. oxygen using the open tail reservoir of this self-inflating bag 





A 


Free-flow oxygen with a flow-inflating bag. The Free-flow oxygen with a T-piece resuscitator. The 
mask is held above the face without forming a seal. opening on the cap is not occluded. The mask is held above the face 
without forming a seal. 


being provided. If a T-piece is being used, the pressure manometer 
should read “zero” during free-flow oxygen administration. 


Why not routinely use 100% oxygen during all neonatal 
resuscitations? 


Multiple studies in both animals and humans have raised concerns 
about the safety of routinely using 100% oxygen during neonatal 
resuscitation. A series of human randomized and quasi-randomized 
studies over the last 2 decades have demonstrated that resuscitation 
with 21% oxygen is at least as effective as resuscitation with 100% 
oxygen. In meta-analyses of these studies, there was a statistically 
significant decrease in mortality among the babies resuscitated with 
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21% oxygen. Preterm babies exposed briefly to high oxygen 
concentration have been shown to have changes in cerebral blood flow 
and a higher risk of chronic lung disease. Because oxygen has been 
known to relax pulmonary blood vessels, some have expressed concern 
that babies resuscitated with lower oxygen concentrations will be more 
likely to develop pulmonary hypertension. Recent animal studies have 
shown that pulmonary vascular resistance decreases appropriately with 
21% oxygen and that resuscitation with 21% oxygen may actually 
prevent rebound pulmonary hypertension and preserve the response 
to inhaled nitric oxide if pulmonary hypertension develops. 


Key Points 


@ Ventilation of the lungs is the single most important and most 
effective step in cardiopulmonary resuscitation of the 
compromised newborn. 


@ After completing the initial steps, positive-pressure ventilation 
(PPV) is indicated if the baby is not breathing, or if the baby is 
gasping, or if the baby’s heart rate is less than 100 beats per minute 
(bpm). When indicated, PPV should be started within 1 minute of 
birth. In addition, a trial of PPV may be considered if the baby is 
breathing and the heart rate is greater than or equal to 100 bpm, 
but the baby’s oxygen saturation cannot be maintained within the 
target range despite free-flow oxygen or CPAP. 


© Once PPV starts, at least 2 qualified providers are needed to 
perform all of the necessary steps efficiently. If you are alone, call 
for immediate assistance. 


© During ventilation, the head should be neutral or slightly extended 
8 ghuly 
(sniffing position). 


© An airtight seal between the rim of the mask and the face is 
essential for providing PPV with any resuscitation device. 


© During PPV, the initial oxygen concentration for newborns greater 
than or equal to 35 weeks’ gestation is 21%. The initial oxygen 
concentration for preterm newborns less than 35 weeks’ gestation 
is 21% to 30%. 


@ The ventilation rate is 40 to 60 breaths per minute. 


© The initial ventilation pressure is 20 to 25 cm H,0. 





© The most important indicator of successful PPV is a rising heart 
rate. 


Check the heart rate after the first 15 seconds of PPV. 


© 


@ Ifthe heart rate is not increasing within the first 15 seconds of 
PPV, check for chest movement. 


@ Ifthe heart rate is not increasing within the first 15 seconds of PPV 
and you do not observe chest movement, start the ventilation 
corrective steps. 


®© The 6 ventilation corrective steps (MR. SOPA) are 


M: Mask adjustment 
R: Reposition the head 


S: Suction mouth and nose 
O: Open the mouth 


P: Pressure increase (5-10 cm H20 increments) to maximum 40 cm H,O 


A: Alternative airway (endotracheal tube or laryngeal mask) 


@ Check the heart rate again after 30 seconds of PPV that inflates the 
lungs (moves the chest). 


© Ifthe heart rate is at least 100 bpm, gradually reduce the rate and 
pressure of PPV while observing for effective spontaneous 
respirations and stimulating the baby. Positive-pressure 
ventilation may be discontinued when the heart rate is 
continuously greater than 100 bpm and the baby has sustained 
spontaneous breathing. After PPV is discontinued, use free-flow 
oxygen or CPAP as necessary to maintain the oxygen saturation 
within the target range. 


© Ifthe heart rate is at least 60 bpm, but less than 100 bpm and not 
improving despite 30 seconds of PPV that inflates the lungs (chest 
movement), reassess your ventilation technique, perform the 
ventilation corrective steps if necessary, adjust the oxygen 
concentration as indicated by pulse oximetry, consider inserting 
an alternative airway if not already done, and call for additional 
expertise. 
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@ Ifthe heart rate remains less than 60 bpm despite at least 30 seconds 


of PPV that inflates the lungs (chest movement), reassess your 
ventilation technique, perform the ventilation corrective steps if 
necessary, adjust the oxygen concentration as indicated by pulse 
oximetry, insertion of an alternative airway (endotracheal tube or 
laryngeal mask) is strongly recommended, and call for additional 
help. If no improvement, increase the oxygen concentration (F102) 
to 100% and begin chest compressions. 


If you must continue CPAP or PPV with a mask for more than 
several minutes, an orogastric tube should be inserted to act as a 
vent for the gas in the stomach during the remainder of the 
resuscitation. 


To insert an orogastric tube, measure the distance from the bridge 
of the nose to the earlobe and from the earlobe to a point halfway 
between the xiphoid process (the lower tip of the sternum) and the 
umbilicus. 

Self-inflating bags 

e Do not require a compressed gas source 


e Cannot be used to administer free-flow oxygen reliably through 
the mask 


e Cannot be used to administer CPAP to a spontaneously 
breathing baby 


Flow-inflating bags 
e Require a compressed gas source 
e Must have a tight seal to inflate 


e Usea flow-control valve to regulate the peak inspiratory 
pressure (PIP) and positive-end expiratory pressure (PEEP) 


¢ Can be used to administer free-flow oxygen through the mask 


e Can be used to administer CPAP to a spontaneously breathing 
baby 


T-piece resuscitators 

e Require a compressed gas source 

e Use adjustable dials to select the PIP and PEEP 

¢ Can be used to administer free-flow oxygen through the mask 


e Can be used to administer CPAP to a spontaneously breathing 
baby 





LESSON 4 REVIEW 


1. 





The single most important and most effective step in neonatal 
resuscitation is (aggressive stimulation)/(ventilation of the 
lungs). 


Positive-pressure ventilation is indicated if the baby is 
or , or the heart rate is less than beats per 
minute after the initial steps. (Fill in the blanks.) 


A baby is born limp and apneic. You place her under a radiant 
warmer, position her airway, remove secretions, and dry and 
stimulate her. She does not improve. The next step is to 
(stimulate her more)/(begin positive-pressure ventilation). 


If positive-pressure ventilation is given, at least (1)/(2) qualified 
providers will be needed at the radiant warmer to perform the 
necessary steps efficiently. 


Which of these devices is a self-inflating bag, a flow-inflating 
bag, a T-piece resuscitator? 





COMM 








A B 


For positive-pressure ventilation, adjust the flowmeter to 
(5 L/min)/(10 L/min). 


An anatomically shaped mask should be positioned with the 
(pointed)/(rounded) end over the newborn’s nose. 


. Which mask is the correct size and correctly placed on the 
newborn’s face? 
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10. 


11. 


12. 


13. 


14. 


15. 


16. 


17. 


18. 





. Administer positive-pressure ventilation at a rate of (20 to 


25 breaths per minute)/(40 to 60 breaths per minute). 


Begin positive-pressure ventilation with an inspiratory pressure 
of (20 to 25 cm H,O)/(40 to 60 cm H,O). 


Ventilation of the term newborn begins with (21% oxygen)/ 
(40% oxygen). 


The oxygen concentration used during resuscitation is guided 
by the use of a (manometer)/(pulse oximeter) that measures the 
baby’s oxygen saturation. 


If you are using a device that administers positive 
end-expiratory pressure (PEEP), the recommended initial 
pressure is (5 cm H,O)/(10 cm H,0). 


The mnemonic MR. SOPA can be used to remember the 
6 ventilation corrective steps. What are each of the steps? 
M: R: then S: O: then P: then A: 


You have started positive-pressure ventilation for an apneic 
newborn. The heart rate is 40 beats per minute and is not 
improving with positive-pressure ventilation. Your assistant 
does not see chest movement. You should (start the ventilation 
corrective steps)/(proceed to chest compressions). 


You have started positive-pressure ventilation for an apneic 
newborn. The heart rate has remained 40 beats per minute 
despite performing all of the ventilation corrective steps and 
ventilating through an endotracheal tube for 30 seconds. 
Your assistant sees chest movement with positive-pressure 
ventilation. You should (increase the ventilation rate to 

100 breaths/minute)/(proceed to chest compressions). 


You have administered positive-pressure ventilation for an 
apneic newborn. The baby’s heart rate increased rapidly after 
the first few breaths. The heart rate is now 120 beats per minute, 
the oxygen saturation is 90%, and the baby is beginning to 
breathe spontaneously. You should (gradually discontinue 
positive-pressure ventilation)/(discontinue pulse oximetry). 


When giving free-flow oxygen with a T-piece resuscitator or 
flow-inflating bag, you should (hold the mask above the baby’s 
face, allowing some gas to escape around the edges of the mask)/ 
(create a seal by holding the mask tightly to the baby’s face). 


19. 





To insert an orogastric tube, measure the distance from the 
bridge of the nose to the earlobe and from the earlobe (to the 
nipples)/(to a point halfway between the xiphoid process and 
the umbilicus). 


Answers 


1. 


10. 


11. 


12. 


13. 


The single most important and most effective step in neonatal 
resuscitation is ventilation of the lungs. 


. Positive-pressure ventilation is indicated if the baby is apneic or 


gasping, or the heart rate is less than 100 beats per minute after 
the initial steps. 


. The next step is to begin positive-pressure ventilation. 


. If positive-pressure ventilation is given, at least 2 qualified 


providers will be needed at the radiant warmer to perform the 
necessary steps efficiently. 


. Figure A= flow-inflating, Figure B= self-inflating, 


Figure C= T-piece resuscitator. 


. For positive-pressure ventilation, adjust the flowmeter to 


10 L/min. 


. An anatomically shaped mask should be positioned with the 


pointed end over the newborn’s nose. 


. Mask A is the correct size and is correctly placed on the 


newborn’s face. 


. Administer positive-pressure ventilation at a rate of 40 to 


60 breaths per minute. 


Begin positive-pressure ventilation with an inspiratory pressure 
of 20 to 25 cm HO. 


Ventilation of the term newborn begins with 21% oxygen. 


The inspired oxygen concentration used during resuscitation is 
guided by the use of a pulse oximeter that measures the baby’s 
oxygen saturation. 


If you are using a device that administers positive end- 
expiratory pressure (PEEP), the recommended initial pressure is 
5 cm H,O. 
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. Mask adjustment, Reposition the baby’s head, then Suction the 
mouth and nose, Open the baby’s mouth, then Pressure 
increase, then Alternative airway. 


15. You should start the ventilation corrective steps. 
16. You should proceed to chest compressions. 
17. You should gradually discontinue positive-pressure ventilation. 


18. You should hold the mask above the baby’s face, allowing some 
gas to escape around the edges of the mask. 


19. Measure the distance from the bridge of the nose to the earlobe 
and from the earlobe to a point halfway between the xiphoid 
process and the umbilicus. 
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Appendix 
Read the section(s) that refers to the type of device used in your hospital. 


A. Self-inflating resuscitation bag 


What are the parts of a self-inflating bag? 
There are 8 basic parts to a self-inflating bag (Figure 4A.1). 


@ Gas outlet © Gas inlet 
@ PEEP valve (optional) © Gas tubing 


© Manometer @ (A) Oxygen reservoir (closed type), 
(B) Oxygen reservoir (open type) 
© Pressure-release valve 
© Valve assembly 


Figure 4A.1. Self-inflating bags with 
a closed (7A) and an open (7B) reservoir 
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Pressure 
from bag 


Patient outlet 


The self-inflating bag reexpands after being squeezed and fills with gas 
from 3 locations. As the bag reinflates, air from the room is drawn in 
from openings in the back of the bag. Gas from the blender and 
flowmeter travels through gas tubing and enters the bag at the gas 
inlet. Gas from the blender collects in the oxygen reservoir and 
provides a third source for gas to fill the bag. Oxygen tubing does not 
need to be attached for the bag to provide positive-pressure with 21% 
oxygen. Oxygen tubing must be attached to a compressed gas source to 
deliver more than 21% oxygen. 


The gas outlet is where gas exits from the bag to the baby and where a 
mask or alternative airway is attached. 


A manometer (pressure gauge) measures the inflating pressure used 
during positive-pressure ventilation (PPV). Some bags will have a 
built-in manometer and others will need one attached. The attachment 
site is usually close to the patient outlet. If the manometer attachment 
site is left open, without a manometer attached, air will leak out and 
prevent you from achieving inspiratory pressure. Do not attach the 
oxygen inflow tubing to the manometer attachment site. This could 
generate undesired high pressure. Most 
®© self-inflating bags also have a pressure- 
a release (pop-off) valve. These valves are 
3 usually set to release at 30 cm to 40 cm 
H20 pressure, but they are not reliable and 
may not release until higher pressures are 
achieved. 





Self-inflating bags have a valve assembly 
positioned between the bag and the patient 
outlet (Figure 44.2). When the bag is 





Exhaled squeezed during ventilation, the valve 
air opens and directs gas to the patient. When 
/" the bag reinflates, the valve is closed. This 
prevents the patient’s exhaled air from 
From patient entering the bag and being rebreathed. 
Figure 4A.2. Valve assembly within a Some self-inflating bags also have an 
self-inflating bag adjustable PEEP valve. 


Why is an oxygen reservoir used on a self-inflating bag? 


An oxygen reservoir is an appliance that can be placed over the bag’s 
air inlet. Gas from the blender collects in the reservoir. At very low 
flow rates, the reservoir prevents blended gas from being diluted with 
room air. Several different types of oxygen reservoirs are available, but 
they all perform the same function. Some have open ends (“tails”) and 
others look like a bag covering the air inlet. 


How do you test a self-inflating bag before use? 


Block the mask or gas outlet with the palm of your hand and squeeze 
the bag (Figure 4A.3). 


Block the mask or gas outlet. 

e Do you feel pressure 
against your hand? 

e Does the manometer 
register pressure when you 
squeeze the bag? 

e Does the pressure-release 
valve open when the 
manometer registers 30 to 
40 cm H20 pressure? 

e Does the bag reinflate 
quickly when you release 
your grip? 





Figure 4A.3. Testing a self-inflating bag 











Testing a self-inflating bag 


If no, 

e Is there a crack or leak in 
the bag? 

e Is the manometer missing, 
resulting in an open 
attachment site? 

e Is the pressure-release 
valve missing or blocked? 





B. Flow-inflating resuscitation bag 


What are the parts of a flow-inflating bag? 
There are 6 parts to a flow-inflating bag (Figure 4A.4). 


Gas outlet 

Manometer 

Gas inlet 

Pressure-release valve (optional) 


Gas tubing 


oo 6 8 8 86 


Flow-control valve 


Compressed gas from the blender and flowmeter enters the bag 
through oxygen tubing attached to the gas inlet. 


The gas outlet is where gas exits from the bag to the baby and where a 
mask or alternative airway is attached. Even if you plan to use 21% 
oxygen for positive-pressure ventilation (PPV), you must have a 
compressed gas source to fill the flow-inflating bag. 


The flow-control valve provides an adjustable leak that allows you to 
regulate the pressure in the bag when the bag is connected to an 
endotracheal tube or the mask is held tightly on the patient’s face. The 


Figure 4A.4. Parts of a flow-inflating bag 
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Reasons for insufficient 
inflation of a flow-inflating bag: 
(A) inadequate mask seal with leak, 
(B) insufficient gas inflow, (C) hole in 
bag, (D) flow-control valve open too far, 
(E) manometer attachment site open 
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adjustable leak allows excess gas to escape rather than overinflate the 
bag or be forced into the patient. 


Flow-inflating bags have a site for attaching a manometer. The 
attachment site usually is close to the patient outlet. A manometer 
must be attached or the site will be a source of leak and the bag will not 
inflate properly. A pressure release (pop-off) valve may also be present. 


How does a flow-inflating bag work? 


For a flow-inflating bag to work properly, there must be adequate gas 
flow from the source and a sealed system (Figure 4A.5). The bag 
inflation is controlled by the balance between gas entering the bag, gas 
exiting the adjustable flow-control valve, and gas exiting the gas outlet. 


A flow-inflating bag will not inflate adequately if the mask is not 
properly sealed; flow from the gas source is insufficient, disconnected, 
or occluded; there is a hole in the bag; the flow-control valve is open 
too far; or the manometer attachment site has been left open. 








How do you test a flow-inflating bag before use? 


To check a flow-inflating bag, attach it to a compressed gas source. 
Adjust the flowmeter to 10 L/min. Block the gas outlet to make sure 
the bag fills properly (Figure 4A.6). Do this by making a seal between 
the mask and the palm of your hand. Adjust the flow-control valve so 
that the bag is not over-distended. Watch the pressure gauge, and 
adjust the valve so that there is 5 cm H,O pressure when the bag is 
not being squeezed (PEEP). Next, squeeze the bag at a rate of 40 to 
60 times per minute. Check that the bag fills rapidly and you can 
achieve 30 to 40 cm H,O pressure when the bag is squeezed firmly 
(inspiratory pressure). If the bag does not fill rapidly enough, decrease 
the leak at the flow-control valve or increase the gas flow from the 
flowmeter. Then, check to be sure that the pressure gauge still reads 

5 cm H,O pressure of PEEP when the bag is not being squeezed. You 
may need to make further adjustments in the flow-control valve to 
avoid excessive PEEP. 





Figure 4A.6. Testing a flow-inflating bag 


Testing a flow-inflating bag 


Block the mask or gas outlet. If the bag does not fill correctly, 
e Does the bag fill properly? e Is there a crack or hole in the bag? 
e Adjust the flow-control valve to read | ° Is the flow-control valve open too 
5 cm H20 PEEP. far? 
Squeeze the bag 40 to 60 times per | * !S the manometer attached? 
minute. e Is the gas tubing connected 
e Does the bag reinflate quickly when | Securely? 
you release your grip? e Is the gas outlet sufficiently 
blocked? 


e Adjust the flow-control valve to read 
30 to 40 cm H20 when squeezed 
firmly. 

e Check to be sure that the pressure 
still reads 5 cm H20 when not being 
squeezed (PEEP). 
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How do you adjust the inflation of a flow-inflating bag? 


There are 2 ways that you can adjust the pressure in the bag and thus 
the amount of inflation of the bag. 


e By adjusting the incoming gas from the flowmeter, you regulate 
how much gas enters the bag. 


e By adjusting the flow-control valve on the bag, you regulate how 
much gas escapes from the bag. 


The flowmeter and flow-control valve should be set so that the bag is 
inflated to the point where it is comfortable to handle and does not 
completely deflate with each assisted breath (Figure 4A.7A). An 
overinflated bag (Figure 4A.7B) is difficult to manage and may deliver 
high pressure to the baby; a pneumothorax or other air leak may 
develop. An underinflated bag (Figure 4A.7C) makes it difficult to 
achieve the desired inflation pressure. With practice, you will be able 
to make the necessary adjustments to achieve a balance. If there is an 
adequate seal between the baby’s face and the mask, you should be able 
to maintain the appropriate amount of inflation with the flowmeter set 
at 8 to 10 L/min. 





B C 
Figure 4A.7. Correct flow-inflating bag inflation (A), overinflation (B), and underinflation (C) 
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C. T-piece Resuscitator 


What are the parts of a T-piece resuscitator? 


There are 9 parts to a T-piece resuscitator (Figure 4A.8). 


Gas tubing 

Gas inlet 

Maximum pressure-relief control 
Manometer 

Inspiratory pressure control 

Gas outlet (proximal) 

T-piece gas outlet (patient) 


T-piece PEEP adjustment dial 


0000000000 


Opening on T-piece cap 





Figure 4A.8. Parts of a T-piece resuscitator 


How does a T-piece resuscitator work? 


Gas from a compressed source enters the T-piece resuscitator through 
gas tubing at the gas inlet. Gas exits the control box from the gas 
outlet (proximal), travels through corrugated tubing to the T-piece gas 
outlet (patient), where a mask or alternative airway attaches. When 
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the opening on the T-piece cap is occluded by the operator, the preset 
inspiratory pressure is delivered to the patient for as long as the 
T-piece opening is occluded. The maximum pressure that can be used 
is regulated by the maximum pressure relief control valve. PEEP is 
adjusted using a dial on the T-piece cap. 


How do you prepare the T-piece resuscitator for use? 


Assemble the parts of the T-piece resuscitator as instructed by the 
manufacturer. Occlude the patient outlet (using a test lung, palm, or 
finger). Connect the device to the compressed gas source using gas 
tubing. 


Adjust the pressure settings as follows: 


e Adjust the blended gas flowmeter on the wall to regulate how much 
gas flows into the T-piece resuscitator. In most cases, 10 L/min is 
appropriate. 


¢ Set the maximum pressure-relief control by occluding the T-piece 
cap with your finger and adjusting the maximum pressure relief dial 
to a selected value (40 cm H,O is the recommended maximum for 
term newborns, with a lower value for preterm newborns). Some 
manufacturers recommend that the maximum relief control be 
adjusted to an institution-defined limit when the device is put into 
original service and not be readjusted during regular use. 


e Set the desired peak inspiratory pressure (PIP) by occluding the 
T-piece cap with your finger and adjusting the inspiratory pressure 
control to the selected pressure (Figure 4A.9). 





Figure 4A.9. Adjusting the peak inspiratory pressure 
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e Set the PEEP by removing your finger from the T-piece cap and 
adjusting the dial on the cap to the desired setting (5 cm H,O is 
recommended) (Figure 4A.10). 
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Adjusting the PEEP 


When the device is used to ventilate the baby, either by applying the 
mask to the baby’s face or by connecting the device to an endotracheal 
tube, you administer a breath by alternately covering and releasing the 
opening on the T-piece cap. The inspiratory time is controlled by how 
long your finger covers the opening. Be careful not to become 
distracted and inadvertently cover the opening on the T-piece cap with 
your finger for a prolonged time. 


How do you adjust the concentration of oxygen in a T-piece 
resuscitator? 

The concentration of oxygen delivered by the T-piece resuscitator is 
controlled by the oxygen blender. 


How do you test a T-piece resuscitator before use? 


Testing a T-piece resuscitator 


Block the mask or T-piece gas outlet (patient) without | If the pressure is incorrect, 

occluding the opening on the T-piece cap. * Is the T-piece gas outlet sealed? 

* Does the PEEP read 5 cm H20? e Is the gas tubing connected to the gas inlet? 
Occlude the opening on the T-piece cap. e Is the gas flow sufficient? 

* Does the peak pressure read 20 to 25 cm H,0? e Is the gas outlet (proximal) disconnected? 


e Is the maximum circuit pressure, peak inspiratory 
pressure, or PEEP incorrectly set? 
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Lesson 4: Performance Checklist 


Positive-Pressure Ventilation 


The Performance Checklist Is a Learning Tool 


The learner uses the checklist as a reference during independent 
practice or as a guide for discussion and practice with a Neonatal 
Resuscitation Program (NRP) instructor. When the learner and 
instructor agree that the learner can perform the skills correctly and 
smoothly without coaching and within the context of a scenario, the 
learner may move on to the next lesson’s Performance Checklist. 


Note: If the learner’s institution uses a T-piece resuscitator or 
flow-inflating bag, the learner should also demonstrate proficiency with a 
self-inflating bag to be used in case of emergency (loss of compressed gas). 


Knowledge Check 


@ Whatare the indications for positive-pressure ventilation (PPV)? 
When can you stop PPV? 


@ What is peak inspiratory pressure (PIP)? What is positive 
end-expiratory pressure (PEEP)? How is continuous positive 
airway pressure (CPAP) different than PPV? 


© What is the recommended oxygen concentration for beginning 
PPV for a newborn greater than or equal to 35 weeks’ gestation? 
For a newborn less than 35 weeks’ gestation? 


© What is the recommended initial ventilation pressure and rate for 
a term newborn? 


© What is the most important indicator of ventilation that inflates 
the lungs? 


What are the ventilation corrective steps (MR. SOPA)? 


What is the purpose of an orogastric tube? 


© When can you proceed to chest compressions? 





Learning Objectives 


oO 
ð 
© 
O 
© 
© 


Scenario 


Identify the newborn that requires PPV. 

Demonstrate correct technique for administering PPV. 
Demonstrate the steps for assessing response to PPV. 
Demonstrate the ventilation corrective steps (MR. SOPA). 
Identify indications and method for discontinuing PPV. 


Identify indications for CPAP in the delivery room and 
demonstrate correct technique for administering CPAP. 


List pertinent NRP Key Behavioral Skills related to successful PPV. 


“You are called to attend a vaginal birth. Labor is progressing rapidly. 
Demonstrate how you would prepare for the birth of this baby. As you 
work, say your thoughts and actions aloud so I will know what you are 
thinking and doing.” 


Y Critical Performance Steps 


Preparation for Resuscitation 





Assesses perinatal risk. (Learner asks 4 pre-birth questions.) 
Gestational age? “38 weeks’ gestation.” 

Clear fluid? “Amniotic fluid is clear.” 

How many babies? “One baby is expected.” 


Additional risk factors? “Mom has pregnancy-induced hypertension and labor has been induced at 38 
weeks’ gestation. Several fetal heart rate decelerations have been noted.” 





Assembles team 
e identifies leader 
e Delegates tasks 








Performs equipment check 





"The baby has been born.” 





Rapid Evaluation 





Asks 3 rapid evaluation questions 

e Term? “Yes.” 

e Muscle tone? “No.” 

e Breathing or crying? “No, not breathing or crying.” 





Initial Steps at Radiant Warmer 











Receives baby at radiant warmer, positions airway, suctions mouth and nose, dries, removes linen, stimulates 
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Y (Critical Performance Steps 


Vital Signs 





Checks breathing “No.” 
Indicates need for PPV 


Positive-Pressure Ventilation 











Positions head in “sniffing” position 





Applies mask correctly 


Starts PPV in room air (21%) at 20-25 cm HzO (PEEP of 5 cm H,0 if using T-piece or flow-inflating bag); rate 
40-60 breaths per minute 





Calls for additional help if alone 





Requests pulse oximetry 





Requests ECG monitor (optional) 





Within 15 seconds of beginning PPV, requests heart rate check to assess if heart rate is increasing 
“Heart rate about 40 bpm, not increasing.” 





Assesses chest movement 

“No chest movement.” 
Ventilation Corrective Steps (MR. SOPA) 
Mask adjustment 








Repositions head 

Ventilates, assesses chest movement 

“No chest movement.” 

Suctions mouth and nose 

Opens mouth 

Ventilates, assesses chest movement 

“No chest movement, heart rate about 40 bpm.” 





Increases Pressure 

Ventilates, assesses chest movement 

“Chest is moving with PPV.” 

Learner announces, “The chest is moving NOW. Continue PPV for 30 seconds.” 





Positive-Pressure Ventilation 





Administers PPV with chest movement x 30 seconds 

Assesses heart rate 

“Heart rate 120 bpm, oxygen saturation 64%, occasional respiratory effort.” 
Continues PPV 

Directs Fio, adjustment per oximetry 

Monitors respiratory effort 


uo 


“Increasing spontaneous respiratory effort, muscle tone improving, heart rate 140 bpm, Spoz 74%. 





Gradually discontinues PPV 
“Heart rate 140 bpm, strong and consistent spontaneous respiratory effort.” 
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Y (Critical Performance Steps 


Free-flow Oxygen 





Discontinues PPV 
Assesses need for free-flow oxygen after discontinuing PPV 
“Heart rate 140 bpm, Spo, 70%, good spontaneous respiratory effort.” 





Administers free-flow oxygen correctly 

Assesses heart rate, oxygen saturation, respiratory status 

“Heart rate 140 bpm, Spo, 90%, good spontaneous effort.” 
Weans and discontinues free-flow oxygen 





Vital Signs 





Monitors heart rate, breathing, oxygen saturation, temperature 





Plans post-resuscitation care 








Updates parents 





Scenario Option: CPAP for labored respirations 





“The newborn has labored breathing with grunting and retracting. Oxygen saturation is 80%, heart 
rate is 140 bpm.” 





Applies CPAP at 5 cm H,0 pressure 

Adjust Flo, per pulse oximetry 

“Heart rate 140 bpm, Spo, 85%.” 

Continues CPAP, adjusts Fio) per pulse oximetry 





“Baby is__ minutes old, breathing effort has improved, heart rate 140 bpm, Spo, 90%.” 
Measures placement depth for orogastric tube while CPAP is in progress 





Inserts orogastric tube and aspirates air and gastric contents; leaves orogastric tube open to air 





Vital Signs 





Monitors heart rate, breathing, oxygen saturation, temperature 
Prepares for transport to nursery 











Updates parents 





Instructor asks the learner debriefing questions to enable self- 
assessment, such as 


@ How did you know if the newborn required 
a. Positive-pressure ventilation? 


b. Supplemental oxygen after PPV was discontinued? 
c. CPAP in the delivery room? 


@ What went well with this practice scenario? How is your team 
helping you make decisions? 


Positive-Pressure Ventilation 
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© What would you do differently when preparing for resuscitation or 


ventilating a newborn in our next scenario? 


®© Give me an example of how you used at least one of the NRP Key 


Behavioral Skills. 


Neonatal Resuscitation Program Key Behavioral Skills 


Know your environment. 

Use available information. 
Anticipate and plan. 

Clearly identify a team leader. 
Communicate effectively. 

Delegate workload optimally. 
Allocate attention wisely. 

Use available resources. 

Call for additional help when needed. 


Maintain professional behavior. 





LESSON 


Alternative Airways: 
Endotracheal Tubes and 
Laryngeal Masks 





What you will learn 
The indications for an alternative airway during resuscitation 


How to select and prepare the equipment for endotracheal 
intubation 


How to use a laryngoscope to insert an endotracheal tube 
How to determine if the endotracheal tube is in the trachea 


How to use an endotracheal tube to suction thick secretions from 
the trachea 


When to consider using a laryngeal mask for positive-pressure 
ventilation 


How to place a laryngeal mask 
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Alternative Airways: Endotracheal Tubes and Laryngeal Masks 





Antenatal counseling. 
Team briefing and equipment check. 


Stay with mother for routine care: 
Warm and maintain normal 


temperature, position airway, 
clear secretions if needed, dry, 
ongoing evaluation. 





Warm and maintain normal 
temperature, position airway, clear 


1 
secretions if needed, dry, stimulate. 


minute 













PPV. 
Spo» monitor. 
Consider ECG monitor. 


Position and clear airway. 
Spo, monitor. 
Supplemental O, as needed. 
Consider CPAP. 









Post-resuscitation care. 
Team debriefing. 






Check chest movement. 


Ventilation corrective steps if 7 
needed Pre-ductal Spoo Target 


ETT or laryngeal mask if needed. 1 min 60%—-65% 
2min 65%-70% 

3min 70%—-75% 

4min 75%-80% 

5min 80%—-85% 

10min 85%-95% 






Intubate if not already done. 
Chest compressions. 
Coordinate with PPV. 

100% O». 

ECG monitor. 








IV epinephrine. 


If HR persistently below 60 bpm: 
consider hypovolemia, 
consider pneumothorax. 
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Case 1: Resuscitation with positive-pressure 
ventilation using an endotracheal tube 


A 25-year-old primiparous woman at 37 weeks’ gestation is in active 
labor complicated by maternal fever and fetal tachycardia. Your 
resuscitation team is called to attend the anticipated vaginal birth. You 
ask the obstetric provider about perinatal risk factors and complete a 
pre-resuscitation team briefing. Shortly afterward, a baby girl is born. 
The obstetrician holds her in a dry blanket and gently stimulates her to 
breathe, but she remains limp and apneic. The umbilical cord is 
clamped and cut and she is moved to the radiant warmer where you 
complete the initial steps of newborn care. After completing the initial 
steps, she is still apneic and you start positive-pressure ventilation 
(PPV) while an assistant places a pulse oximeter on her right hand. 
Her heart rate is 50 beats per minute (bpm) and not increasing. You 
observe that the chest is not moving with PPV breaths and begin the 
ventilation corrective steps. After the first 5 corrective steps, the chest 
is still not moving consistently and your assistant reports that her 
heart rate is not improving. You decide that an alternative airway 
should be inserted to improve the effectiveness of PPV. 


An assistant holds a 3.5-mm endotracheal tube, provides cricoid 
pressure, and monitors the procedure time while a qualified provider 
uses a laryngoscope with a size-1 blade to insert the endotracheal 
tube. A CO, detector is placed on the tube, ventilation is resumed, 
and the detector turns yellow, indicating that the tube is in the 
trachea. The baby’s chest is moving and her heart rate rapidly 
increases. Based on the nasal-tragus length (NTL) measurement, 

the endotracheal tube is held with the 8-cm marking adjacent to the 
lip. Breath sounds are equal in both axillae, the tube is secured, and 
PPV continues. You adjust the oxygen concentration based on pulse 
oximetry. The baby still has poor tone and irregular respiratory effort. 
You quickly update her parents and transfer her to the nursery for a 
chest x-ray and additional care. Shortly afterward, your resuscitation 
team conducts a debriefing to discuss preparation, teamwork, and 
communication. 


What alternative airways are available for neonatal 
resuscitation? 
Endotracheal tubes 


Endotracheal tubes (Figure 5.1) are thin tubes that are inserted 
through the glottis, between the vocal cords, and advanced into 
the trachea. Although digital intubation using only the operator’s 
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Figure 5.1. Endotracheal tubes (size 
2.5, 3.0, 3.5) 


Figure 5.3. Examples of neonatal 
laryngeal masks (supraglottic devices) 
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finger has been described, endotracheal intubation typically requires 
the use of a lighted instrument (laryngoscope, [Figure 5.2]) to 
visualize the larynx and guide the placement of the tube between 

the vocal cords. 


Laryngeal masks 


A laryngeal mask is a small mask attached to an airway tube that is 
inserted into the mouth and advanced until the mask covers the glottis 
(Figure 5.3). An endotracheal tube is advanced through the glottis, but 
the laryngeal mask remains above the glottis, which is why the 
laryngeal mask is called a supraglottic airway device. The laryngeal 
mask is an effective alternative when attempts at face-mask ventilation 
and intubation are unsuccessful. Placement of a laryngeal mask does 
not require visualization of the larynx or the use of an instrument for 
insertion. Its use in preterm newborns is limited, in part because the 
smallest available size may be too large for smaller newborns. 


When should an alternative airway be considered? 


Insertion of an endotracheal tube or a laryngeal mask should be 
considered in the following circumstances: 


¢ If PPV with a face mask does not result in clinical improvement, an 
endotracheal tube or laryngeal mask is strongly recommended to 
improve ventilation efficacy. 


e If PPV lasts for more than a few minutes, an endotracheal tube or a 
laryngeal mask may improve the efficacy and ease of assisted 
ventilation. 


Insertion of an endotracheal tube is strongly recommended in the 
following circumstances: 


e If chest compressions are necessary, an endotracheal tube will 
maximize the efficacy of each positive-pressure breath and allow 
the compressor to give compressions from the head of the bed. If 
intubation is not successful or feasible, a laryngeal mask may be 
used. 


e An endotracheal tube provides the most reliable airway access in 
special circumstances, such as (1) stabilization of a newborn with a 
suspected diaphragmatic hernia, (2) for surfactant administration, 
and (3) for direct tracheal suction if the airway is obstructed by 
thick secretions. 





What are the important anatomic landmarks in the 
neonatal airway? 


The anatomic landmarks are labeled in Figures 5.4 and 5.5. 
Glottis 





@ Esophagus: The passageway extending 


from the throat to the stomach patie 


Thyroid and cricoid cartilage 


@ Epiglottis: The lid-like structure 
overhanging the glottis 


Trachea 


© Vallecula: The pouch formed by the 
base of the tongue and the epiglottis 


Q Larynx: Portion of the airway connecting 
the pharynx and trachea 


© Glottis: The opening of the larynx 
leading to the trachea, flanked by the 
vocal cords 


Main bronchi 


© Vocal cords: Mucous 
membrane-covered ligaments on both 
sides of the glottis Figure 5.4. Airway anatomy 


@ Thyroid and cricoid cartilage: Lower 
portion of the cartilage protecting the 
larynx Glottis 


Tongue 
Epiglottis 


© Trachea: Portion of the airway Esophagus ° a Vocal cord 
extending from the larynx to the carina > 


© Carina: Where the trachea branches 
into the 2 main bronchi 





Figure 5.5. Laryngoscopic view of vocal cords and surrounding structures 
@ Main bronchi: The 2 air passageways 
leading from the trachea to the lungs 


What equipment should be available for airway 
insertion? 


The equipment necessary to place an alternative airway should be kept 
together and readily accessible. It is important to anticipate the need for 
airway insertion and prepare the equipment before a high-risk delivery. 
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Each delivery room, nursery, and emergency department should have 
at least one complete set of the following items (Figure 5.6): 





Figure 5.6. Neonatal airway equipment and supplies (supplies removed from 
sterile packaging for demonstration purposes) 


o 
ð 


096000 


Laryngoscope handle with an extra set of batteries and extra bulbs 


Laryngoscope blades: No. 1 (term newborn), No. 0 (preterm 
newborn), No. 00 (optional for very preterm newborn). Straight 
blades (Miller), rather than curved blades (Macintosh), are preferred 


Endotracheal tubes with internal diameters of 2.5, 3.0, and 3.5 mm 
Stylet (optional) that fits into the tracheal tube 
CO, monitor or detector 


Suction setup with suction catheters: size 10F or 12F (for 
suctioning the pharynx), size 8F, and either size 5F or 6F (for 
suctioning endotracheal tubes of various sizes) 


Waterproof adhesive tape (1/2 or 3/4 inch), or other tube-securing 
device 


Measuring tape and/or endotracheal tube insertion depth table 
Scissors 
Meconium aspirator 


Stethoscope (with neonatal head) 





@ Positive-pressure ventilation device (bag or T-piece resuscitator) 
and tubing for blended air and oxygen 


@® Pulse oximeter, sensor and cover 


@ Laryngeal mask (size 1) or other supraglottic device and 5-mL 
syringe. 


Airway placement should be performed as a clean procedure. All 
supplies should be protected from contamination by being opened, 
assembled, and placed back in their packaging until just before use. 
The laryngoscope blades and handle should be cleaned, following your 
hospital’s procedures, after each use. 


Endotracheal Intubation 
What type of endotracheal tube should be used? 


The endotracheal tube should have a uniform diameter throughout 
the length of the tube (Figure 5.7A). Tapered and cuffed tubes are not 
recommended for neonatal resuscitation. Endotracheal tubes have 
centimeter markings along the side measuring the distance to the tip 
of the tube. Many tubes will also have lines or markings (Figure 5.7B) 
near the tip that are intended to be a vocal cord guide. When the tube 
is inserted so that vocal cords are positioned between the 2 sets of 
lines, the tip of the tube is expected to be above the carina; however, 
the location and design of the lines varies considerably between 
manufacturers. The vocal cord guide is only an approximation and 
may not reliably indicate the correct insertion depth. 





A B 


Figure 5.7. Neonatal endotracheal tube with a uniform diameter (A). This tube has a vocal cord guide that is used to approximate the 
insertion depth (B). The tube is inserted so that the vocal cords are positioned in the space between the double line and single line 
(indicated by the arrows). The vocal cord guide is only an approximation and may not reliably predict the correct insertion depth. 
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How do you prepare the endotracheal tube? 
Select the correct size. 


Endotracheal tubes are described by the size of their internal 
diameter (mm ID). The appropriate endotracheal tube diameter 

is estimated from the baby’s weight or gestational age. Table 5-1 

gives the recommended endotracheal tube size for various weight and 
gestational-age categories. Using a tube that is too small increases 

the resistance to air flow and the chance that it will become 
obstructed by secretions. Using a tube that is too large may 
traumatize the airway. 


Table 5-1. Endotracheal tube size for babies of various weights and gestational ages 











Weight Gestational Age Endotracheal Tube 
(C) (wks) Size (mm ID) 
Below 1,000 Below 28 2.5 
1,000-2,000 28-34 3.0 
Greater than 2,000 Greater than 34 3.5 

















Consider using a stylet. 


Many operators find it helpful to use a stylet with the endotracheal 
tube to provide additional rigidity and curvature (Figure 5.8). Use 
of a stylet is optional and depends on the operator’s preference. 
When inserting a stylet, it is important to ensure that the tip is 

not protruding from either the end or side hole of the endotracheal 
tube. If the tip is protruding, it may cause trauma to the tissues. 
The stylet should be secured with a plug, or bent at the top, so 

that it cannot advance farther into the tube during the insertion 
procedure. 


Side hole 





Figure 5.8. Optional stylet for increasing endotracheal tube stiffness and maintaining curvature during intubation 





How do you prepare the laryngoscope and other equipment you will 
need? 


The following steps describe how to prepare the equipment used for 
intubation: 


@ Select the appropriate laryngoscope blade and attach it to the 
handle. 


a. Usea No. 1 blade for term newborns. 


b. Use a No. 0 blade for preterm newborns. Some operators may 
prefer to use a No. 00 blade for extremely preterm newborns. 


© Turn on the light by clicking the blade into the open position to 
verify that the batteries and light are working. If the light is dim or 
flickers, tighten or replace the bulb, insert a new battery, or replace 


Table 5-2. Suction catheter size for 








the laryngoscope. endotracheal tubes of various inner 
diameters 

© Prepare the suction equipment. Occlude the end of the suction EEE PEE 
tubing to ensure that the suction is set to 80 to 100 mm Hg. R Size 
Connect a size 10F (or larger) suction catheter to remove secretions (mm ID) 
from the mouth and pharynx. Smaller suction catheters (size 8F 25 5F or 6F 
and size 5F or 6F) should be available for removing secretions 30 GF or SF 
from the endotracheal tube, if necessary, after placement. ae Fe 











Appropriate catheter sizes are listed in Table 5-2. 





A meconium aspirator can be attached to the endotracheal tube 
to directly suction meconium or thick secretions that obstruct the 
trachea. Some endotracheal tubes have an integrated suction port. 


@ Prepare a PPV device with a mask to ventilate the baby, if 
necessary, between intubation attempts. Check the operation of 
the device as described in Lesson 4. 


© Place a CO, detector, stethoscope, measuring tape or insertion 
depth table, waterproof adhesive tape, and scissors (or a tube 
stabilizer) within reach. 


How should you position the newborn for intubation? 


Place the baby’s head in the midline, the neck slightly extended, and 
the body straight. It may be helpful to place a small roll under the 
baby’s shoulders to maintain slight neck extension. This “sniffing” 
position aligns the trachea for optimal viewing by allowing a straight 
line of sight into the glottis once the laryngoscope has been properly 
placed. Your assistant should help to maintain good positioning 
throughout the procedure. 
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Correct — Line of sight clear (tongue 
will be lifted by laryngoscope blade) 


Incorrect — Line of sight obstructed 


Figure 5.9. Correct (A) and incorrect (B and C) 


positioning for intubation 
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Both overextension and flexion of the neck will obstruct your 
view of the airway. If the shoulder roll is too large or the neck 
is overextended, the glottis will be raised above your line of 
sight. If the neck is flexed toward the chest, you will be 
viewing the posterior pharynx and will not be able 

to visualize the glottis (Figure 5.9). 


Adjust the height of the bed, if possible, so that the baby’s 
head is level with the operator’s upper abdomen or lower 
chest to bring the head closer to the operator’s eye level 
and improve her view of the airway. 


Review 


@ A newborn has been receiving face-mask ventilation, but 
is not improving. Despite performing the first 5 
ventilation corrective steps, the heart rate is not rising and 
there is poor chest movement. An alternative airway, such 
as an endotracheal tube or laryngeal mask, (should)/ 
(should not) be inserted immediately. 


@ For babies weighing less than 1,000 g, the endotracheal 
tube size should be (2.5 mm)/(3.5 mm). 


© If using a stylet, the tip of the stylet (must)/(must not) 
extend beyond the endotracheal tube’s side and end holes. 


© The preferred laryngoscope blade size for use in a term 
newborn is (No. 1)/(No. 0). 


© The vocal cord guide on an endotracheal tube (does)/ 
(does not) reliably predict the correct insertion depth. 


Answers 


An alternative airway, such as an endotracheal tube or a laryngeal 
mask, should be inserted immediately. 


For babies weighing less than 1,000 g, the endotracheal tube size 
should be 2.5 mm. 


The tip of the stylet must not extend beyond the endotracheal 
tube’s side and end holes. 





© The preferred laryngoscope blade size for use in a term 
newborn is No. 1. 


© The vocal cord guide on an endotracheal tube does not reliably 
predict the correct insertion depth. 


How do you hold the laryngoscope? 


Always hold the laryngoscope in your left hand with your thumb 
resting on the upper surface of the laryngoscope handle and the 
blade pointing away from you (Figure 5.10). The laryngoscope is 
designed to be held in the left hand by both right- and left-handed 
users. If held in the right hand, your view through the open, curved 
portion of the blade will be obstructed. 





Figure 5.10. Hold the laryngoscope 
in your left hand. 


How do you perform the intubation procedure? 


The steps for tracheal intubation are briefly described as follows; 
however, proficiency requires considerable supervision and 
practice. Even if you are not performing the procedure, it is helpful 
to understand the steps so you can effectively assist the operator. 


Get ready to insert the laryngoscope. 


@ Correctly position the baby. If possible, adjust the height of the 
warmer as needed. You may stabilize the baby’s head with your 
right hand (Figure 5.11) while a team member ensures that the 
baby is lying straight and the head is in the “sniffing” position. 


@ Use your right index finger to gently open the baby’s mouth. 





Figure 5.11. Positioning the baby for intubation 
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Insert the laryngoscope and identify key landmarks. 


© Insert the laryngoscope blade into the right side of the baby’s 
mouth and slide the blade over the right side of the tongue toward 
the midline. Gently push the tongue toward the left side of the 
mouth and advance the blade until the tip lies just beyond the base 
of the tongue in the vallecula (Figure 5.12). 


Figure 5.12. Insert the laryngoscope blade into the right side of mouth and slide toward the midline (A), advance the blade until 
the tip lies in the vallecua (B), and hold the laryngoscope in the midline (C) gently pushing the tongue toward the left side of the 
mouth (D) allowing you to identify landmarks. 
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© Lift the entire laryngoscope in the direction that the handle is 
pointing, moving the tongue out of the way to expose the glottis. 
You may need to tilt the tip of the blade very slightly to lift the 
epiglottis. 


When first learning the procedure, operators have a tendency to 
bend their wrist, pulling the top of the handle toward themselves 
in a “rocking” motion against the baby’s upper gum. This will not 
produce the desired view of the glottis and may injure the baby’s 
lips and gums (Figure 5.13). 


CORRECT INCORRECT 





Figure 5.13. Correct (left) and incorrect (right) method for lifting the laryngoscope to expose the larynx. Lift the 
laryngoscope in the direction that the handle is pointed; do not rotate or “rock” the handle against the baby’s upper gum. 


Note: This lesson describes placing the tip of the blade in the vallecula 
to lift the epiglottis. In some cases, it may be necessary to use the blade 
tip to gently lift the epiglottis directly. 


The glottis appears at the very top of your view as you look down the 
laryngoscope. An assistant can help bring the glottis into view by using 
his thumb and first finger to provide gentle pressure on the baby’s 
thyroid and cricoid cartilage (Figure 5.14). The assistant should direct 
the pressure downward and toward the baby’s right ear. 


Glottis a Epiglottis 
) = Vocal cord 





Esophagus 


Figure 5.15. Key landmarks 





Figure 5.14. Thyroid and cricoid pressure provided 
by an assistant may improve visualization of the larynx. 
Press downward and toward the baby’s right ear. 


© Identify the key landmarks (Figure 5.15). If the tip of the blade is 
correctly positioned in the vallecula, you should see the epiglottis 
hanging down from the top and the vocal cords directly below. 
The vocal cords appear as thin vertical stripes in the shape of an 
inverted letter “V”. 
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If these structures are not immediately visible, adjust the blade until 
the structures come into view. You may need to insert or withdraw the 
blade slowly to see the vocal cords (Figure 5.16). 


If the blade is not inserted far enough, you will see the base of the 
tongue and posterior pharynx (Figure 5.17). Advance the blade slightly 
until the epiglottis comes into view. 


If the blade is inserted too far, you will see only the esophagus (Figure 
5.18) and will need to withdraw the blade slightly until the epiglottis 
drops down from above. 


Problem Landmarks Corrective Action 





o™~ 
Laryngoscope not You see the tongue Advance the blade 
inserted far enough. surrounding the blade. farther. 





Laryngoscope inserted You see the walls Withdraw the blade 
too far. of the esophagus slowly until the epiglottis 
surrounding the blade. and glottis are seen. 





Laryngoscope inserted You see part of the glottis Gently move the blade back 

off to one side. off to one side of the blade. to the midline. Then advance 
or retreat according to 
landmarks seen. 


Figure 5.16. Corrective actions for poor visualization of the larynx during laryngoscopy 
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Figure 5.17. Laryngoscope not Figure 5.18. Laryngoscope inserted 
inserted far enough. Tongue and too far. Only the esophagus is visible. 
posterior pharynx obscure view. 


If the anatomic landmarks are obstructed by secretions, use a size 10F 
or 12F catheter to remove secretions from the mouth and pharynx 
(Figure 5.19). 





Figure 5.19. Suctioning secretions 
during laryngoscopy 


Insert the endotracheal tube. 


© Once you have identified the vocal cords, hold the laryngoscope 
steady, maintain your view of the vocal cords, and ask an assistant 
to place the endotracheal tube in your right hand. Insert the tube 
into the right side of the baby’s mouth with the concave curve 
in the horizontal plane (Figure 5.20). Do not insert the tube 
through the laryngoscope’s open channel. This will obstruct 
your view of the vocal cords. 


After insertion, direct the tube into the hypopharynx and advance the 
tip toward the vocal cords. As the tip approaches the vocal cords, pivot 
the tube into the vertical plane so the tip is directed upward. When the 





Figure 5.20. Insertion of the endotracheal tube into the right side of the 
mouth 
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vocal cords open, advance the tube until the vocal cords are positioned 
between the vocal cord guide lines. Your assistant may feel the tube 
pass beneath his fingers. Note the centimeter depth marking on the 
outside of the tube that aligns with the baby’s upper lip. 


If the vocal cords are closed, wait for them to open. Do not touch the 
closed cords with the tip of the tube and never try to force the tube 
between closed cords. If the cords do not open within 30 seconds, stop 
and resume ventilation with a mask until you are prepared to 
reattempt insertion. 


Secure the endotracheal tube. 


@ Use your right hand to hold the tube securely against the baby’s 
hard palate. Carefully remove the laryngoscope without displacing 
the tube (Figure 5.21). If a stylet was used, an assistant should 
remove it from the endotracheal tube—again being sure that the 
operator is careful to hold the tube in place (Figure 5.22). 
Although it is important to hold the tube firmly, be careful not to 
squeeze the tube so tightly that the stylet cannot be removed. 





Figure 5.21. Stabilize the tube against the baby’s palate or 
cheek while carefully removing the laryngoscope. 





Figure 5.22. An assistant removes the optional stylet while 
the operator holds the tube in place. 





Ventilate through the endotracheal tube. 


© An assistant should attach a CO, detector and PPV device to the 
endotracheal tube (Figure 5.23). Having the same person hold the 
endotracheal tube and the PPV device may help to avoid accidental 
extubation. Once the PPV device is attached, begin ventilation 
through the tube. 





Figure 5.23. Attach a CO, detector and PPV device to the endotracheal tube and begin 
ventilation. 


How much time should be allowed for an intubation 
attempt? 


Start 
The steps of intubation should be completed within approximately 


30 seconds. The baby is not being ventilated during the procedure, so 

rapid action is essential. If the baby’s vital signs worsen during the 

procedure (severe bradycardia or decreased oxygen saturation), it is 

usually preferable to stop, resume PPV with a mask, and then try 

again. 30 Seconds 


Repeated attempts at intubation are not advised because you will 
increase the likelihood of soft-tissue trauma and make subsequent 
airway management more difficult. If the initial attempts are 
unsuccessful, evaluate other options, including requesting assistance 
from another provider with intubation expertise (eg, anesthesiologist, 
emergency department physician, respiratory care practitioner, 
neonatal nurse practitioner), placing a laryngeal mask, or continuing 
face-mask ventilation. 
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Figure 5.24. The colorimetric CO, 
detector is a purple or blue color before 
detecting exhaled CO, (top). The detector 
turns yellow in the presence of exhaled 
CO, (bottom). 
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How do you confirm that the endotracheal tube is 
in the trachea? 


The primary methods of confirming endotracheal tube placement 
within the trachea are detecting exhaled CO, and a rapidly rising heart 
rate. As soon as you insert the endotracheal tube, connect a CO, 
detector (Figure 5.23) and confirm the presence of CO, during 
exhalation. If the tube is correctly placed and you are providing 
effective ventilation through the tube, you should detect exhaled 

CO, within 8 to 10 positive-pressure breaths. 


There are 2 types of CO, detectors available. Colorimetric devices 
change color in the presence of CO, (Figure 5.24). These are the most 
commonly used devices in the delivery room. Capnographs are 
electronic monitors that display the CO, concentration with each 
breath. 


Can the tube be in the trachea even though CO, is 
NOT detected? 


Yes, there are limitations to the use of CO, detectors. If the tube is 
placed within the trachea, but the lungs are not adequately ventilated, 
there may not be enough exhaled CO, to be detected. This may occur if 
the endotracheal tube or trachea are obstructed by secretions, you are 
not using enough ventilating pressure, or there are large bilateral 
pneumothoraces and the lungs are collapsed. In addition, babies with a 
very low heart rate or decreased cardiac function (low cardiac output) 
may not carry enough CO, to their lungs to be detected. 


Can the CO, detector change color when the tube is 
NOT in the trachea? 


Although uncommon, it is possible for a colorimetric CO, device to 
change color even though the tube is not in the trachea (Table 5.3). If 
the detector has already changed color in the package and is yellow 
when you remove it, the device is defective and should not be used. If 
epinephrine is administered through the endotracheal tube and 
touches the paper inside the CO, detector, it will permanently change 
the screen yellow and make the detector unusable. 





Table 5-3. Colorimetric CO, Detector Problems 





False Negative False Positive 
(Tube IS IN trachea but NO color change) (Tube IS NOT in trachea but color changes) 
e Inadequate ventilating pressure e Defective device changed color in package 
e Collapsed lungs before use 
e Bilateral pneumothoraces e Epinephrine contamination 


e Low heart rate 
e Low cardiac output 





What are other indicators that the tube is in the 
trachea? 


Demonstrating exhaled CO, and observing a rapidly increasing heart 
rate are the primary methods of confirming endotracheal tube 
placement within the trachea. 


If the tube is positioned correctly, you should also observe 

e Audible and equal breath sounds near both axillae during PPV 
e Symmetrical chest movement with each breath 

e Little or no air leak from the mouth during PPV 

e Decreased or absent air entry over the stomach 


Be cautious when interpreting breath sounds in newborns because 
sounds are easily transmitted. When listening to breath sounds, use a 
small stethoscope and place it near the axilla. A large stethoscope, or 
one placed near the center of the chest, may transmit sounds from the 
esophagus or stomach. 


What do you do if you suspect that the tube is not 
in the trachea? 


The tube is not likely to be in the trachea if the CO, detector does not 
show the presence of exhaled CO, within 8 to 10 breaths. In most 
cases, you should remove the tube, resume ventilation with a face 
mask, ensure that your equipment is properly prepared, ensure that 
the baby is optimally positioned, and then repeat the procedure. Using 
an endotracheal tube that is placed in the esophagus provides no 
ventilation to the baby’s lungs and continuing to use it only delays 
effective ventilation. 
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Remember that babies with a very low heart rate or 
decreased cardiac function may not carry enough CO, to 
their lungs to change the color on the CO), detector. If 
you believe that the tube is correctly placed in the trachea 
despite the lack of exhaled CO, you may choose to 
stabilize the tube, reinsert the laryngoscope, and attempt 
to confirm that the tube is passing between the vocal 
cords. This “second look” procedure can be difficult and 
may delay establishing effective ventilation if the tube is 
not correctly placed. 





So Maal gepi How deeply should the tube be inserted 
within the trachea? 


The goal is to place the endotracheal tube tip in the 
middle portion of the trachea. This generally requires 
inserting the tube so that the tip is only 1 to 2 
centimeters below the vocal cords. It is important not 
to insert the tube too far so that the tip touches the 
carina or enters a main bronchus. Two methods may 
be used for estimating the insertion depth. Your team 
should determine which method is preferred in your 
practice setting. 





The NTL is a method that has been validated 
in both full-term and preterm newborns. The 
NTL method uses a calculation based on the 
distance (cm) from the baby’s nasal septum to 
the ear tragus (Figures 5.25A, 5.25B, and 

= 5.25C). Use a measuring tape to measure the 
> % sae NTL. The estimated insertion depth (cm) is 
x we NTL + 1 cm. Place the endotracheal tube so 
that the marking on the tube corresponding to 
the estimated insertion depth is adjacent to the 
baby’s lip. 


B. Ear tragus 


w 


Recent studies have shown that gestational age 
is also an accurate predictor of the correct 
C. Measuring the NTL insertion depth (Table 5-4) and has the 

Measuring the NTL. Measure from the middle of the advantage of being known before birth. This 
nasal septum (arrow, A) to the ear tragus (arrow, B) and add 1 cm to table could be placed near the radiant warmer or 
the measurement. with your intubation supplies. 
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Table 5-4. Initial endotracheal tube insertion depth (“tip to lip") for orotracheal intubation 


























Gestation Endotracheal tube Baby's Weight 
(weeks) insertion depth at lips (grams) 
(cm) 

23-24 5.5 500-600 
25-26 6.0 700-800 
27-29 6.5 900-1000 
30-32 7.0 1,100-1,400 
33-34 7.5 1,500-1,800 
35-37 8.0 1,900-2,400 
38-40 8.5 2,500-3,100 
41-43 9.0 3,200-4,200 











Adapted from Kempley ST, Moreira JW, Petrone FL. Endotracheal tube length for neonatal 
intubation. Resuscitation. 2008;77(3):369-373. 


Remember that both of these methods are estimates of the correct 
endotracheal tube depth. After placing the tube, use a stethoscope to 
listen for breath sounds in both axillae and over the stomach (Figure 
5.26). If the tube is correctly placed, the breath sounds should be equal on 
both sides. If the tube is in too far, the breath sounds may be decreased 
on one side. Most often, if the tube is inserted too far, it will enter the 
right mainstem bronchus causing breath sounds to be louder on the right 
side and quieter on the left side. Slowly withdraw the tube while listening 
to the breath sounds on the quieter side. When the tube is correctly 
positioned, the breath sounds should improve and become equal. 





A B 
Figure 5.26. Listen for equal breath sounds in both axillae (A). Breath sounds should not be audible over the stomach (B). 
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If you plan to keep the tube in place, how do you 
secure it? 
Several methods of securing the tube have been described. Either 


water-resistant tape or a device specifically designed to secure an 
endotracheal tube may be used. 


One method is described as follows: 
@ After you have correctly positioned the tube, note the centimeter 


marking on the side of the tube adjacent to the baby’s upper lip 
(Figure 5.27). 





Figure 5.27. Note the marking adjacent to the upper lip. 


@ Cut a piece of 3/4- or 1/2-inch tape so that it is long enough to 
extend from one side of the baby’s mouth, across the upper lip, 
and about 2 cm onto the opposite cheek (Figure 5.28). 


© Split the tape along half its length so that it appears like a pair of 
pants (Figure 5.28A). 


@ Place the uncut section of tape on the baby’s cheek so that the 
beginning of the split is close to the corner of the baby’s mouth. 
Place the upper “leg” of tape across the baby’s upper lip (Figure 
5.28B). 


© Carefully wrap the lower “leg” around the tube (Figures 5.28C and 
5.28D). Be sure that the desired centimeter marking remains next 
to the baby’s upper lip. It is easy to inadvertently push the tube in 
further than desired during the taping procedure. 


© At the end, turn the tape onto itself to leave a small “tab” that you 
can hold to unwind the tape when you want to remove the tube 
(Figure 5.28E). 





E 


Split the tape along half its length (A). Place the uncut section on the baby's cheek close to the corner of the mouth and 
the upper "leg" of tape above the baby's lip (B). Wrap the lower "leg" of tape around the tube (C and D). Leave a small tab of tape 
folded over at the end to assist removal (E). 


@ Listen with a stethoscope over both sides of the chest to be sure the 
tube has not been displaced. 


© Ifthe tube will be left in place beyond the initial resuscitation, 
obtain a chest x-ray for final placement confirmation. 
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The tip of the tube should appear in the midtrachea adjacent to the 
first or second thoracic vertebra (Figure 5.29). The tip should be above 
the carina, which is generally adjacent to the third or fourth thoracic 
vertebra. Avoid using the clavicles as a landmark because their location 
varies depending upon the baby’s position and the angle that the x-ray 
is taken. If the tube advanced too far, it may touch the carina or enter 
the right main bronchus and cause the right upper lobe or left lung to 
collapse (Figure 5.30). 





Figure 5.29. Correct placement of Figure 5.30. Incorrect placement. The tip of 
endotracheal tube with tip adjacent to the the endotracheal tube is in too far. It is touching 
second thoracic vertebra the carina, approaching the right mainstem 


bronchus, and the left lung is collapsed. 


What can an assistant do to help the operator 
during the intubation procedure? 


@ Check that suction is set at 80 to 100 mmHg. 


@ Ensure that the correct-sized laryngoscope blade and endotracheal 
tube are selected based on the newborn’s expected gestational age 
or weight. 


© Communicate with the operator about what method will be used 
to estimate the endotracheal tube insertion depth—the NTL or the 
estimated insertion depth table. 


® Check that the stylet, if used, does not protrude beyond the tube’s 
side or end hole. 


138 





© Hold equipment so that the operator does not need to look away 
from anatomic landmarks to suction secretions or grasp the tube 
in preparation for insertion. 


© Monitor the newborn’s heart rate and alert the operator if the 
intubation attempt lasts longer than 30 seconds. 


Provide thyroid and cricoid pressure. 


© 


After endotracheal tube insertion, remove the stylet and attach the 
CO, detector. 


Listen for increasing heart rate. 
Check the tip-to-lip insertion depth. 


Listen for breath sounds in both axillae. 


© © © © 


Assist with securing the tube. 


Special Consideration: Endotracheal intubation for 
suction 


If a baby’s condition has not improved and you have not been able to 
achieve chest movement despite all the ventilation corrective steps and 
a properly placed endotracheal tube, there may be thick secretions 
obstructing the airway. Thick secretions may be from blood, cellular 
debris, vernix, or meconium. You may attempt to clear the airway 
using a suction catheter inserted through the endotracheal tube (Table 
5-2). If you cannot quickly clear the airway with the suction catheter, 
you may be able to clear the airway by applying suction directly to the 
endotracheal tube using a meconium aspirator. Although the device is 
called a meconium aspirator, it may be used for any thick secretion 
that is obstructing the airway. 


Using a meconium aspirator to suction the trachea 


Once the endotracheal tube has been inserted, 


@ Connect a meconium aspirator, attached to a suction source 
(80-100 mmHg suction), directly to the endotracheal tube 
connector. Several types of meconium aspirators are commercially 
available. Some endotracheal tubes have an integrated suction 
port. 
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Figure 5.31. Suctioning thick 
secretions that obstruct ventilation using 


an endotracheal tube and meconium 
aspirator 


Table 5-5. Sudden deterioration after 


intubation 


The DOPE mnemonic 


Displaced endotracheal tube 





Obstructed endotracheal tube 





D 
o 
P 


Pneumothorax 








E 





Equipment failure 








Adapted from Kleinman ME, Chameides 
L, Schexnayder SM, et al. Part 14: 
Pediatric advanced life support: 2010 
American Heart Association Guidelines 
for Cardiopulmonary Resuscitation and 
Emergency Cardiovascular Care. 
Circulation. 2010;122(18 
Suppl):S876-5908. 
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@ Occlude the suction-control port on the aspirator with your finger 
and gradually withdraw the tube over 3 to 5 seconds as you 
continue suctioning secretions in the trachea (Figure 5.31). 


How many times should suctioning be repeated if 
thick secretions prevent you from achieving 
effective ventilation through an endotracheal tube? 


If the airway is obstructed by secretions that have prevented you from 
achieving effective ventilation, you must repeat the procedure until 
you have cleared the airway sufficiently to achieve effective ventilation. 


What problems should you consider if a baby's 
condition worsens after endotracheal intubation? 


If a baby’s condition suddenly worsens after intubation, the 
endotracheal tube may have been inadvertently advanced too far into 
the airway or pulled back into the pharynx and outside the trachea. 
The tube may be obstructed by blood, meconium, or other thick 
secretions. The baby may have developed a tension pneumothorax that 
collapses the lungs and prevents gas exchange. Additional information 
about this complication is discussed in Lesson 10. Finally, the device 
used to provide PPV may have become disconnected from the 
endotracheal tube or compressed gas source, or it may have developed 
a leak. The mnemonic “DOPE” has been used to help remember these 
potential problems (Table 5-5). 


Laryngeal Masks 


Case 2. Cannot ventilate and cannot intubate 


Your resuscitation team is called to attend a birth complicated by fetal 
decelerations. You ask the obstetric provider about perinatal risk factors 
and complete a pre-resuscitation team briefing. The fluid is clear 
without meconium staining. A full-term baby is born and stimulated to 
breathe, but he remains limp and apneic. The umbilical cord is clamped 
and cut and he is brought to the radiant warmer. The initial steps of 
newborn care are performed, PPV is initiated, and a pulse oximeter 
sensor is attached to his right hand. The heart rate remains low and the 
team cannot achieve chest movement despite performing the ventilation 
corrective steps. A team member makes 2 attempts to place an 
endotracheal tube, but, each time, the tube enters the esophagus. The 
team leader notes that the baby has a small jaw and large tongue. 





An assistant rapidly prepares a laryngeal mask. Team members insert 
the laryngeal mask, attach a PPV device and CO, detector, and begin 
PPV. Chest movement is noted with each PPV breath, the CO, 
detector changes color indicating ventilation that inflates the lungs, 
and the baby’s heart rate increases. Although he begins to have 
spontaneous respiratory effort, the team suspects a congenital airway 
obstruction and the laryngeal mask is secured and left in place as he is 
transferred to the neonatal intensive care unit (NICU) for further 
evaluation and post-resuscitative care. Shortly afterward, the members 
of the care team conduct a debriefing to discuss their preparation, 
teamwork, and communication. 


What is a laryngeal mask? 


The laryngeal mask is an airway device that is an alternative to a face 
mask or endotracheal tube. There are several different designs, but 
one common example includes an airway tube attached to a small, 
flexible mask with an inflatable cuff (Figure 5.32). The mask is inserted 
into the baby’s mouth and advanced until the tip nearly reaches the 
esophagus. Once the mask is fully inserted, the cuff is inflated. A 

small pilot balloon monitors the cuff’s inflation. The mask covers the 
glottis (laryngeal opening) like a cap and the inflated cuff creates a seal 
against the hypopharynx (Figure 5.33). The mask opening is covered 
by small bars (aperture bars) that prevent the epiglottis from being 
drawn into the airway tube. The airway tube has a standard 15-mm 
connector that can be attached to any PPV device. When positive 


Pilot 
balloon 


m 4 -4 


a Inflation 
™~— 15-mm connector line 





Figure 5.33. Laryngeal mask forming 
Figure 5.32. One example of a laryngeal mask a seal over the glottis 
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pressure is applied to the airway tube, the pressure is transmitted 
through the tube and mask into the baby’s trachea. No instruments are 
required to insert a laryngeal mask and you do not need to visualize 
the vocal cords during insertion. Several variations of the basic design 
are commercially available, including reusable and disposable versions, 
devices with a pre-curved airway tube and a gastric drain port, and 

a mask that creates a seal without an inflatable cuff. At this time, 

only the size-1 laryngeal mask is small enough for use in newborns 
weighing less than 5 kg. 


When should you consider using a laryngeal mask? 


Because the laryngeal mask does not require a tight seal against the 
face, bypasses the tongue, and does not require visualization of the 
vocal cords for placement, it may be an effective alternative when 
attempts at mask ventilation and endotracheal intubation are 
unsuccessful. When you “can’t ventilate and can’t intubate,” a 
laryngeal mask may provide a successful rescue airway. 


Common examples when a laryngeal mask should be considered 
during resuscitation include the following: 


e Newborns with congenital anomalies involving the mouth, lip, 
tongue, palate or neck, where achieving a good seal with a face mask 
is difficult and visualizing the larynx with a laryngoscope is difficult 
or unfeasible 


e Newborns with a small mandible or large tongue, where face-mask 
ventilation and intubation are unsuccessful. Common examples 
include the Robin sequence and Trisomy 21. 


e When PPV provided with a face mask is ineffective and attempts at 
intubation are not feasible or are unsuccessful 


What are the limitations of a laryngeal mask? 


Laryngeal masks have several limitations to consider during neonatal 
resuscitation. 


e The device has not been studied for suctioning secretions from the 
airway. 


e Ifyou need to use high ventilation pressures, air may leak through 
the seal between the pharynx and the mask, resulting in insufficient 
pressure to inflate the lungs. 


e Few reports describe the use of a laryngeal mask during chest 
compressions. However, if endotracheal intubation is unsuccessful, 
it is reasonable to attempt compressions with the device in place. 


e There is insufficient evidence to recommend using a laryngeal mask 
to administer intratracheal medications. Intratracheal medications 
may leak from the mask into the esophagus and not enter the lung. 


e Laryngeal masks cannot be used in very small newborns. Currently, 
the smallest laryngeal mask is intended for use in babies who weigh 
more than approximately 2,000 g. Many reports describe its use in 
babies who weigh 1,500 to 2,000 g. Some reports have described 
using the size-1 laryngeal mask successfully in babies who weigh less 
than 1,500 g. 


Remember to request help from a provider with expertise in airway 
management as soon as it becomes apparent that a small baby, or baby 
with a craniofacial anomaly, may require assisted ventilation. 


How do you place a laryngeal mask? 


The following instructions apply to one example of a disposable 
laryngeal mask with a pre-curved, anatomically shaped airway tube 
and a gastric drain port. Devices vary by manufacturer and you should 
refer to the manufacturer’s instructions for the specific device used at 
your institution. If you are using a reusable laryngeal mask, refer to the 
manufacturer’s instructions for proper cleaning and maintenance 
procedures. 


Note: If you think that the stomach is distended in a baby in whom 
you have decided to place a laryngeal mask that does not have a gastric 
drain port, an orogastric tube should be placed and air in the stomach 
should be aspirated before inserting the laryngeal mask. 


Prepare the laryngeal mask. 


@ Wear gloves and follow standard precautions. Using clean 
technique, remove the size-1 device from the sterile package. 


© Quickly inspect the device to ensure that the mask, aperture bars, 
airway tube, 15-mm connector, and pilot balloon are intact 
without cuts, tears, or kinks. 


© Attach a syringe to the inflation port and completely deflate the 
cuff surrounding the mask, creating a vacuum inside the cuff, so 
that the mask achieves a wedge shape (Figure 5.34). Maintaining 
tension, disconnect the syringe from the inflation port. 


® Some clinicians lubricate the back of the laryngeal mask with a 
water-soluble lubricant. If you choose to do so, be careful to keep 
the lubricant away from the openings on the inside of the mask. 








Figure 5.34. Deflate the mask to 
form a wedge shape and then remove 
the syringe. 
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Get ready to insert the laryngeal mask. 


© Stand at the baby’s head and position the head in the “sniffing” 
position as you would for endotracheal intubation. 


© Hold the device as illustrated (Figure 5.35). You may hold the 
laryngeal mask in your right or left hand. 





Preparing for insertion 


Insert the laryngeal mask. 


@ Gently open the baby’s mouth and press the leading tip of the 
mask against the baby’s hard palate (Figure 5.36). 





Press the tip against the palate. 


LESSON 5 





® While maintaining pressure against the palate, advance the device 
inward with a circular motion (Figure 5.37). The mask will follow 
the contour of the mouth and palate. Advance until you feel 
resistance. 





B 
Advance the device following the contour of the mouth and palate. 


Inflate the laryngeal mask. 


© Inflate the cuff by injecting just enough air into the inflation port 
to achieve a seal. After inflating the cuff, remove the syringe. 
Follow the manufacturer’s recommendation for maximum 
inflation volume. The maximum inflation for the mask 
demonstrated is 5 mL (Figure 5.38). You can assess the inflation of 
the cuff by looking at the pilot balloon. The laryngeal mask will 
move slightly outward when it is inflated. Never inflate the mask 
with more than the manufacturer recommended volume of air. 





Inflate the cuff with air. 
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Ventilate through the laryngeal mask. 


@ Attach a PPV device and CO, detector to the airway tube and 
begin PPV (Figure 5.39). 





Start PPV and confirm placement. 


Secure the laryngeal mask. 


@ Press a piece of tape horizontally across the airway tube’s fixation 
tab, pressing downward so that the tape adheres to the baby’s 
cheeks and gently presses the device inward (Figure 5.40). 





Press tape downward across the fixation tab and across the baby’s cheeks. 


How do you confirm that the laryngeal mask is 
properly placed? 


As soon as you insert the laryngeal mask and begin PPV, connect a CO, 
detector and confirm the presence of CO, during exhalation (Figure 
5.39). If the laryngeal mask is correctly placed and you are providing 
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ventilation that inflates the lungs, you should detect exhaled CO, within 
8 to 10 positive-pressure breaths. Similar to a properly placed 
endotracheal tube, you should notice a prompt increase in the baby’s 
heart rate, chest wall movement, equal breath sounds when you listen 
with a stethoscope, and an increasing Spo2. You should not hear a large 
leak of air coming from the baby’s mouth or see a growing bulge in the 
baby’s neck. 


The laryngeal mask does not obstruct the vocal cords; therefore, you 
may hear grunting or crying through the device when the baby begins 
breathing spontaneously. 


Insert a gastric drain tube (optional). You may lubricate a size 5F or 
6F gastric tube and carefully insert it down the gastric drain port 
attached to the airway tube (Figure 5.41). Attach a syringe and gently 
aspirate air and stomach contents. Disconnect the syringe and leave 
the gastric tube open to air. 





Figure 5.41. Insert a size 5F or 6F gastric tube through the gastric drain 
port. 


When should you remove the laryngeal mask? 


The laryngeal mask can be removed when the baby establishes effective 
spontaneous respirations or when an endotracheal tube can be 
inserted successfully. Babies can breathe spontaneously through the 
device. If necessary, the laryngeal mask can be attached to a ventilator 
or continuous positive airway pressure (CPAP) device during 
transport. When you decide to remove the laryngeal mask, suction 
secretions from the mouth and throat before you deflate and remove 
the device. 
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What complications may occur with a laryngeal 
mask? 


The device may cause soft-tissue trauma, laryngospasm, or gastric 
distension from air leaking around the mask. Prolonged use over 
hours or days has been infrequently associated with oropharyngeal 
nerve damage or tongue swelling in adults; however, no information is 
available on the incidence of these complications in newborns. 


Focus on Teamwork 


Inserting an alternative airway highlights several opportunities for 
effective teams to use the Neonatal Resuscitation Program® (NRP*) 
Key Behavioral skills. 


Behavior Example 


Call for additional help when 
needed. 


If an alternative airway is required, you will likely need 3 to 4 or more health care 
providers to quickly perform all of the tasks, including preparing and testing several 
pieces of equipment, positioning the baby, holding the endotracheal tube, providing 
thyroid and cricoid pressure, monitoring the baby during the procedure, attaching 

a CO, detector, attaching a PPV device, auscultating breath sounds, securing the 
airway, and documenting events. 





Communicate effectively. 
Maintain professional behavior. 


When preparing to insert an alternative airway, clearly and calmly request the desired 
supplies. 


Confirm the insertion depth (endotracheal tube) or inflation volume (laryngeal mask) 
with your team members before securing the tube. 





Delegate workload optimally. 


Determine who will insert the endotracheal tube, who will provide thyroid and cricoid 
pressure, who will monitor the baby’s heart rate, who will place the CO, detector, 
and who will auscultate breath sounds. 





Allocate attention wisely. 


Maintain situational awareness. At all times, a team member needs to be monitoring 
the baby’s condition, the number of insertion attempts, the duration of insertion 
attempts, and alerting the operators to any important changes (eg, heart rate, oxygen 
saturation). 





Use available resources. 








If an alternative airway is needed, but initial intubation attempts are unsuccessful, do 
not make repeated intubation attempts. Use your other resources, such as another 
individual with intubation expertise or a laryngeal mask. 


Allow all team members to use their unique skills during the resuscitation process. 
For example, respiratory care practitioners (RCP) have valuable skills specific to 
intubation. Using the RCP’s skills during intubation may allow another provider to 
focus attention on preparing equipment for vascular access and medications. 
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Frequently Asked Questions 


Why should | place an endotracheal tube before starting chest 
compressions? Does that delay the initiation of chest compressions? 


In most situations, this program recommends placing an endotracheal 
tube prior to starting chest compressions to ensure maximum 
ventilation efficacy both before and after chest compressions begin. In 
many cases, the baby’s condition will improve during the 30 seconds of 
ventilation following intubation and compressions will not be 
necessary. 


Can the provider with intubation skills be on call outside the hospital 
or in a distant location? 


No. A person with intubation skills should be in the hospital and 
available to be called for immediate assistance if needed. If the need for 
resuscitation is anticipated, this person should be present at the time 
of birth. It is not sufficient to have someone “on call” at home or ina 
remote area of the hospital. 


Should sedative premedication be used before intubation? 


Prior to a non-emergent intubation in the NICU, premedication is 
recommended because it alleviates pain, decreases the number of 
attempts needed to complete the procedure, and minimizes the 
potential for intubation-related airway trauma. When emergency 
intubation is performed as part of resuscitation, there is generally 
insufficient time or vascular access to administer sedative 
premedication. This program focuses on resuscitation of the newly 
born baby and, therefore, the details of premedication are not 
included. 


Can a nurse or respiratory care practitioner place a laryngeal mask? 


Each health care provider’s scope of practice is defined by his or her 
state licensing board, and each hospital determines the level of 
competence and qualifications required for licensed providers to 
perform clinical skills. Although laryngeal mask placement is consistent 
with the general guidelines for nurse and respiratory care practitioner 
practice, you must check with your state licensing board and 
institution. 
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Key Points 


@ Insertion of an endotracheal tube or laryngeal mask should be 
considered 


a. If positive-pressure ventilation (PPV) with a face mask does not 
result in clinical improvement 


b. If PPV lasts more than a few minutes 


@ Insertion of an endotracheal tube is strongly recommended 


a. If chest compressions are necessary. If intubation is not 
successful or feasible, a laryngeal mask may be used. 


b. In special circumstances, such as (1) stabilization of a newborn 
with a suspected diaphragmatic hernia, (2) for surfactant 
administration, and (3) for direct tracheal suction if the airway 
is obstructed by thick secretions. 


© A person with intubation skills should be in the hospital and 
available to be called for immediate assistance if needed. If the 
need for resuscitation is anticipated, this person should be present 
at the time of birth. It is not sufficient to have someone “on call” at 
home or in a remote area of the hospital. 


© The equipment necessary to place an alternative airway should be 
kept together and readily accessible. Anticipate the need for airway 
insertion and prepare the equipment before a high-risk delivery. 


© The appropriate endotracheal tube size is estimated from the 
baby’s weight or gestational age. 


© The appropriate laryngoscope blade for a term newborn is size 
No. 1. The correct blade for a preterm newborn is size No. 0 (size 
No. 00 optional for very preterm newborn). 


@ The intubation procedure ideally should be completed within 
30 seconds. Effective teamwork is required to perform this 
procedure quickly. 


© For intubation, the baby should be placed on a flat surface with the 
head in the midline, the neck slightly extended, and the body 
straight. If possible, adjust the bed so the baby’s head is level with 
the operator’s upper abdomen or lower chest. 


© Demonstrating exhaled CO, and observing a rapidly increasing 


heart rate are the primary methods of confirming endotracheal 
tube placement within the trachea. 
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@ Endotracheal tube insertion depth (cm) can be estimated using the 
NTL + 1 cm (NTL = distance from nasal septum to ear tragus) or 
the baby’s gestational age; however, the depth estimate should be 
confirmed by equal breath sounds. If the tube is to remain in place, 
obtain a chest x-ray for final confirmation. 


@ Ifa baby’s condition has not improved and you have not achieved 
chest movement with ventilation through a properly placed 
endotracheal tube, there may be thick secretions obstructing the 
airway. Clear the airway using a suction catheter inserted through 
the endotracheal tube. If you cannot quickly clear the airway with 
the suction catheter, you may be able to clear the airway by 
applying suction directly to the endotracheal tube using a 
meconium aspirator. 


®© Ifa baby’s condition worsens after endotracheal intubation, the 
tube may have become Displaced or Obstructed, there may be a 
Pneumothorax or positive-pressure ventilation Equipment failure 
(DOPE mnemonic). 


@® Avoid repeated unsuccessful attempts at endotracheal intubation. 
A laryngeal mask may provide a rescue airway when PPV with a 
face mask fails to achieve effective ventilation and intubation is 
unsuccessful. 


LESSON 5 REVIEW 


1. A newborn has been receiving face-mask ventilation, but is not 
improving. Despite performing the first 5 ventilation corrective 
steps, the heart rate is not rising and there is poor chest 
movement. An alternative airway, such as an endotracheal tube 
or a laryngeal mask, (should)/(should not) be inserted 
immediately. 


2. For babies weighing less than 1,000 g, the endotracheal tube size 
should be (2.5 mm)/(3.5 mm). 


3. Ifusing a stylet, the tip of the stylet (must)/(must not) extend 
beyond the endotracheal tube’s side and end holes. 


4. The preferred laryngoscope blade size for use in a term newborn 
is (No. 1)/(No. 0). 


5. The vocal cord guide on an endotracheal tube (does)/(does not) 
reliably predict the correct insertion depth. 
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6. Which illustration shows the view of the oral cavity that you 
should see if you have the laryngoscope correctly placed for 
intubation? 





7. Both right- and left-handed people should hold the 
laryngoscope in their (right)/(left) hand. 


oo 


. You should try to take no longer than (30)/(60) seconds to 
complete the endotracheal intubation procedure. 


9. If you have not completed endotracheal intubation within the 
recommended time limit, you should (continue the intubation 
attempt for another 30 seconds using free-flow oxygen to 
support the baby)/(stop, resume positive-pressure ventilation 
with a mask, then try again or insert a laryngeal mask). 


10. Which image shows the correct way to lift the tongue out of the 
way and expose the larynx? 





A f B 


11. You have the glottis in view, but the vocal cords are closed. You 
(should)/(should not) wait until they are open to insert the tube. 
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12. You inserted an endotracheal tube and the CO, detector 
changed color when you gave positive-pressure breaths. You 
hear breath sounds with your stethoscope only on the right side 
of the chest. You should (withdraw)/(advance) the tube slightly 
and listen with the stethoscope again. 


13. You have inserted an endotracheal tube and are giving 
positive-pressure ventilation through it. The CO, detector does 
not change color and the baby’s heart rate is decreasing. The 
tube is most likely placed in the (esophagus)/(trachea). 


14. Which x-ray shows the correct placement of the endotracheal 
tube? 





15. A baby is born at term with a bilateral cleft lip and palate and a 
very small mandible. She requires positive-pressure ventilation. 
You are unable to achieve a seal with bag and mask. You have 
tried to intubate twice but have not been successful. Insertion of 
a laryngeal mask (is)/(is not) indicated. 


16. In the photograph, which arrow is pointing to the epiglottis? 
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17. You have inserted a laryngoscope and are attempting 


intubation. You see the view depicted in the following 
illustration. The correct action is to (advance the laryngoscope 
farther/withdraw the laryngoscope). 





Car 


18. Ifa baby’s condition worsens after endotracheal intubation, list 


4 possible causes. 


1. sds 3. » 4. 


Answers 


1. 


An alternative airway, such as an endotracheal tube or a 
laryngeal mask, should be inserted immediately. 


. For babies weighing less than 1,000 g, the endotracheal tube size 


should be 2.5 mm. 


. The tip of the stylet must not extend beyond the endotracheal 


tube’s side and end holes. 


. The preferred laryngoscope blade size for use in a term newborn 


is No. 1. 


. The vocal cord guide on an endotracheal tube does not reliably 


predict the correct insertion depth. 


. Image C shows the view of the oral cavity that you should see if 


you have the laryngoscope correctly placed for intubation. 


. Both right- and left-handed people should hold the 


laryngoscope in their left hand. 


. You should try to take no longer than 30 seconds to complete 


the endotracheal intubation procedure. 


. If you have not completed tracheal intubation within the 


recommended time limit, you should stop, resume 
positive-pressure ventilation with a mask, and then try again or 
insert a laryngeal mask. 





10. Image A shows the correct way to lift the tongue out of the way 
and expose the larynx. 


11. You should wait until they are open to insert the tube. 


12. You should withdraw the tube slightly and listen with the 
stethoscope again. 


13. The tube is most likely placed in the esophagus. 

14. X-ray A shows the correct placement of the endotracheal tube. 
15. Insertion of a laryngeal mask is indicated. 

16. Arrow A is pointing to the epiglottis. 

17. The correct action is to advance the laryngoscope farther. 


18. Possible causes include (1) displaced endotracheal tube, 
(2) obstructed endotracheal tube, (3) pneumothorax, 
(4) equipment failure. 
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Lesson 5: Performance Checklist 


Alternative Airways 


The Performance Checklist Is a Learning Tool 


The learner uses the checklist as a reference during independent 
practice or as a guide for discussion and practice with a Neonatal 
Resuscitation Program (NRP) instructor. When the learner and 
instructor agree that the learner can perform the skills correctly and 
smoothly without coaching and within the context of a scenario, the 
learner may move on to the next lesson’s Performance Checklist. 


Note: If the learner’s institution uses a T-piece resuscitator or 
flow-inflating bag, the learner should also demonstrate proficiency with a 
self-inflating bag to be used in case of emergency (loss of compressed gas). 


Knowledge Check 


@ What are the indications for endotracheal intubation during 
resuscitation? 


@ How do you determine what size of endotracheal tube should be 
used for various gestational ages and weights? 


© What 2 strategies can be used to determine depth of insertion of 
the endotracheal tube? 


What indicators determine correct placement of the endotracheal 
tube? 


What is the role of the assistant during intubation? 
When should you consider using a laryngeal mask? 


List at least 3 limitations of the laryngeal mask. 


o 8 8 6 


What indicators are used to determine correct placement of the 
laryngeal mask? 


© When and how should you remove the laryngeal mask? 


Learning Objectives 


@ Recognize the newborn that requires endotracheal intubation. 





@ Demonstrate preparation for intubation, including choosing the 
correct-sized tube for the newborn’s estimated weight. 


© Demonstrate correct technique for placing an endotracheal tube 
(operator). 


Demonstrate the role of the assistant during intubation (assistant). 


© Demonstrate strategies to determine if the endotracheal tube is in 
the trachea. 


© Demonstrate how to use a suction catheter or meconium aspirator 
to suction thick secretions from the trachea. 


Identify when placement of a laryngeal mask is indicated. 


© 


List the limitations of the laryngeal mask. 


© 


Demonstrate correct technique for placing and removing a 
laryngeal mask. 


@ Practice behavioral skills to ensure clear communication and 
teamwork during this critical component of newborn 
resuscitation. 


Endotracheal Intubation 


Scenario 

"You are called to attend a birth complicated by a Category III fetal 
heart rate pattern. The laboring mother is a 28-year-old primigravida 
at 39 weeks' gestation. Demonstrate how you would prepare for the 
birth of this baby. As you work, say your thoughts and actions aloud 
so I will know what you are thinking and doing." 


Y Critical Performance Steps 


Assesses perinatal risk (Learner asks 4 basic questions.) 
Gestational age? “39 weeks’ gestation.” 

Clear fluid? “Amniotic fluid is clear.” 

How many babies? “One baby is expected.” 
Additional risk factors? “Mom has a fever.” 





Assembles team, identify leader, delegate tasks 














Performs equipment check 
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Y Critical Performance Steps 


“The baby has been born.” 








Rapid Evaluation 





Term? Tone? Breathing or crying? 
“Appears term, no tone, no breathing.” 





Initial Steps 





Position, suction mouth and nose, dry, remove linen, stimulate 





Vital Signs 
Checks breathing 
“Baby is apneic.” 





Positive-Pressure Ventilation 





Positions head, applies mask, starts PPV at 20 to 25 cm H20; rate 40 to 60 breaths/min, requests pulse oximetry, 
requests ECG monitor (optional) 





Within 15 seconds of beginning PPV, requests check to assess if heart rate is rising 
“Heart rate about 40 bpm, not increasing.” 





Assesses chest movement 
e If chest movement observed, continues PPV < 15 seconds 


e If no chest movement observed, proceeds through corrective steps (MR. SOPA) until chest movement; then 
administers PPV X 30 seconds 


e If no chest movement with corrective steps, indicates need for alternative airway and proceeds directly to 
intubation 


Heart Rate 





Checks heart rate 
“Heart rate about 40 bpm, still not increasing.” 
Indicates need for alternative airway 





Preparation for Intubation 








Operator Assistant 
Prepares for intubation e Ensures suction set at 80 to 100 mm Hg 
e Requests correct-sized tube ° Selects correct-sized tube 
e Requests correct-sized laryngoscope blade * Chooses correct laryngoscope blade (size 1 [term], 
e Communicates preference for stylet usage size 0 [preterm]) 


e Checks laryngoscope light 

e Inserts stylet correctly (stylet optional) 
e Obtains CO, detector 

e Prepares tape or securing device 


e Places electronic cardiac (ECG) monitor leads and 
connects to monitor (optional) 
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Y (Critical Performance Steps 


Intubating the Newborn 














Operator Assistant 
e Holds laryngoscope correctly in left hand e Positions newborn in “sniffing” position, body 
e Opens mouth with finger and inserts blade to base of | straight, table at correct height 
tongue e Monitors heart rate and announces if attempt lasts 
e Lifts blade correctly (no rocking motion) longer than 30 seconds 
e Requests cricoid pressure if needed e Applies cricoid pressure if requested 
e Identifies landmarks, takes corrective action to e Hands endotracheal tube to operator 
visualize glottis if needed e Removes stylet (if used) 
e Inserts tube from right side, not down center of e Connects CO, detector and PPV device to 
laryngoscope blade endotracheal tube 
e Aligns vocal cord guide with vocal cords e Hands PPV device to operator 
e Removes laryngoscope 
e Holds tube against baby's palate 
Positive-Pressure Ventilation and Confirming Endotracheal Tube Placement 
e Administers PPV e Assesses CO; detector color change 
e Observes for symmetrical chest movement e Listens for increasing heart rate and bilateral breath 
sounds and reports breath sound findings 








If endotracheal tube not successfully placed, 

"Color is not changing on the CO, detector and heart rate is not increasing.” 
e Removes endotracheal tube 

e Resumes PPV by face mask 

e Repeats intubation attempt or indicates need for laryngeal mask 





If endotracheal tube successfully placed, 
“Color is changing on the CO, detector and heart rate is increasing.” 
¢ Operator continues PPV x 30 seconds 
e Assistant checks tip-to-lip depth using gestational age/weight table or NTL measurement. 
- If using NTL, measures distance from the nasal septum to the ear tragus. Insertion depth (cm) = NTL + 1 cm 
e Assistant secures endotracheal tube 





Vital Signs 





Checks heart rate after 30 seconds of PPV through endotracheal tube 

"Heart rate is >100 bpm; baby remains apneic. Oxygen saturation is 72%.” 
Continues PPV and adjust oxygen concentration per oximetry 

Prepares for transport to nursery 











Updates parents 
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Alternative Airways: Endotracheal Tubes and Laryngeal Masks 


Laryngeal Mask 
Scenario 


“A 17-year-old woman with no prenatal care has been admitted to the 
hospital in active labor. The woman believes she is at approximately 
36 weeks’ gestation. 


You walk into the room a few minutes after the birth. The first 
responders could not achieve chest movement with face-mask 
ventilation. They have tried intubating twice without success. The 
newborn’s heart rate is 40 bpm and not increasing. The newborn has a 
small mandible and large tongue and you suspect Robin sequence. You 
decide to insert a laryngeal mask.” 


Y Critical Performance Steps 


Laryngeal Mask Placement 





Obtains size-1 laryngeal mask and 5-mL syringe 





Quickly inspects the device to ensure no cuts, tears, or kinks 





Attaches a syringe and completely deflates the cuff. Maintaining tension, disconnects syringe from inflation port. 





Lubricates back of the mask with water-soluble lubricant (optional) 





Places baby’s head in sniffing position 





Opens mouth and presses the leading tip of the mask against the baby’s hard palate 





Advances the device inward along palate with a circular motion until resistance is felt 





Attaches syringe, inflates cuff (2-5 mL air) per manufacturer's recommendation 





Assistant attaches PPV device and CO, detector to the adaptor 





Positive-Pressure Ventilation and Confirming Laryngeal Mask Placement 





Holds laryngeal mask in place, administers PPV 


Assistant confirms placement by color change on CO, detector, auscultating heart rate, bilateral breath sounds, 
and observing symmetrical chest movement. 





If laryngeal mask not successfully placed, 

“Color is not changing on the CO, detector and heart rate is not increasing.” 
e Removes laryngeal mask 

e Resumes PPV by face mask 

e Repeats laryngeal mask insertion attempt 





If laryngeal mask successfully placed, 

“Color is changing on the CO, detector and heart rate is increasing.” 

e Operator continues PPV x 30 seconds 

e Assistant secures laryngeal mask by pressing tape across the fixation tab and the baby's cheeks 





Vital 


Signs 





Checks heart rate after 30 seconds of PPV 
"Heart rate is >100 bpm; baby remains apneic. Oxygen saturation is 72%.” 
Continues PPV and adjusts oxygen concentration per oximetry 











Prepares for transport to nursery 





Updates parents 
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Instructor asks the learner debriefing questions to enable self- 
assessment, such as 


@ What went well during this resuscitation? 


@ What will you do differently when faced with this situation in a 
future scenario? 


© Do you have additional comments or suggestions for your team? 


® Give me an example of how you used at least one of the NRP Key 
Behavioral Skills. 


Neonatal Resuscitation Program Key Behavioral Skills 
e Know your environment. 

e Use available information. 

e Anticipate and plan. 

e Clearly identify a team leader. 

e Communicate effectively. 

¢ Delegate workload optimally. 

e Allocate attention wisely. 

e Use available resources. 

e Call for additional help when needed. 


e Maintain professional behavior. 
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What you will learn 
When to begin chest compressions 
1 How to administer chest compressions 


How to coordinate chest compressions with positive-pressure 
ventilation 


| When to stop chest compressions 


eT Ci 
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1 
minute 











Antenatal counseling. 
Team briefing and equipment check. 


Stay with mother for routine care: 
Warm and maintain normal 


temperature, position airway, 
clear secretions if needed, dry, 
ongoing evaluation. 





Warm and maintain normal 
temperature, position airway, clear 
secretions if needed, dry, stimulate. 







PPV. 
Spo» monitor. 
Consider ECG monitor. 


Position and clear airway. 
Spo, monitor. 
Supplemental O, as needed. 
Consider CPAP. 


Post-resuscitation care. 
Team debriefing. 


Check chest movement. 
Ventilation corrective steps if 
needed. 

ETT or laryngeal mask if needed. 


Pre-ductal Spos Target 


60%—65% 
65%-70% 
70%-75% 
15%—80% 
80%—-85% 
85%—-95% 


1 min 
2 min 
3 min 
4 min 
5 min 
10 min 





Intubate if not already done. 
Chest compressions. 
Coordinate with PPV. 

100% Ono. 
ECG monitor. 


IV epinephrine. 


If HR persistently below 60 bpm: 
consider hypovolemia, 
consider pneumothorax. 





The following case is an example of how chest compressions are 
delivered during a more extensive resuscitation. As you read the case, 
imagine yourself as part of the resuscitation team. 


Case: Late preterm newborn that does not respond 
to effective ventilation 


Your team is called to attend an emergency cesarean birth at 36 weeks’ 
gestation because of fetal distress. You perform a pre-resuscitation 
team briefing, assign roles and responsibilities, and complete an 
equipment check. After birth, the obstetrician stimulates the baby girl 
to breathe, but she remains limp and apneic. The umbilical cord is 
clamped and cut and she is moved to a radiant warmer. After 
performing the initial steps, she is still limp and apneic. You begin 
positive-pressure ventilation (PPV) with 21% oxygen, another team 
member listens to the baby’s heart rate with a stethoscope, while a 
third team member places a sensor on her right hand and attaches it to 
a pulse oximeter. An assistant documents the events as they occur. The 
heart rate is 40 beats per minute (bpm), not increasing, and her chest is 
not moving with PPV. You proceed through the ventilation corrective 
steps, but the baby does not improve. A team member inserts an 
endotracheal tube and secures it, and ventilation is resumed. The 
carbon dioxide (CO) detector does not change color; however, there is 
good chest movement with PPV through the tube, and the breath 
sounds are equal in the axillae with each assisted breath. Electronic 
cardiac (ECG) monitor leads are placed on the chest and attached to 
an ECG monitor. Ventilation through the tube is continued for 30 
seconds, but the heart rate remains 40 bpm. You increase the oxygen 
concentration to 100%, begin chest compressions coordinated with 
PPV, and call for additional help. During compressions and 
coordinated ventilation, the CO, detector changes color, and, within 
60 seconds, the heart rate increases to 80 bpm. You stop compressions 
and continue PPV. Your team members frequently reevaluate the 
baby’s condition and share their assessments with each other. The 
oxygen concentration is adjusted based on pulse oximetry. As the 
baby’s tone improves, she begins to have intermittent spontaneous 
respiratory effort and her heart rate increases to 160 bpm. Her parents 
are updated and the baby is moved to the intensive care nursery for 
further evaluation. Shortly afterward, your team members conduct a 
debriefing to review their preparation, teamwork, and communication. 


What are chest compressions? 


Babies who do not respond to effective ventilation are likely to have 
very low blood oxygen levels, significant acidosis, and insufficient 
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blood flow in the coronary arteries. As a result, cardiac muscle 
function is severely depressed. Improving coronary artery blood flow 
is crucial for restoring the heart’s function. 


The heart lies in the chest between the lower third of the sternum and 
the spine. Rhythmically depressing the sternum compresses the heart 
against the spine, pushes blood forward, and increases the diastolic 
blood pressure in the aorta. When pressure on the sternum is released, 
the heart refills with blood and blood flows into the coronary arteries 
(Figure 6.1). By compressing the chest and ventilating the lungs, you 
help to restore the flow of oxygenated blood to the heart muscle. 





Yes 
PPV. 


Spo, monitor. 
Consider ECG monitor. 


Yes 





Check chest movement. 
Ventilation corrective steps if 
needed. 

ETT or laryngeal mask if needed. 











Intubate if not already done. 
Chest compressions. 
Coordinate with PPV. 





100% Op. 
ECG monitor. Figure 6.1. Compression (top) and release (bottom) phases of 


chest compressions 





When do you begin chest compressions? 


Indications for Chest 
Compressions Chest compressions are indicated if the baby’s heart rate remains less 


e Chest compressions are than 60 bpm after at least 30 seconds of PPV that inflates the lungs, as 
indicated when the heart rate evidenced by chest movement with ventilation. In most cases, you 
remains less than 60 bpm after should have given at least 30 seconds of ventilation through a properly 
at least 30 seconds of PPV that inserted endotracheal tube or laryngeal mask. 
inflates the lungs, as evidenced 
by chest movement with If the lungs have been adequately ventilated, it is rare for a newborn to 
ventilation. require chest compressions. Do not begin chest compressions unless 

e In most cases, you should have you have achieved chest movement with your ventilation attempts. If 
given at least 30 seconds of the chest is not moving, you are most likely not providing effective 
ventilation through a properly ventilation. Focus your attention on the ventilation corrective steps, 
inserted endotracheal tube or ensuring that you have an unobstructed airway, before starting 
laryngeal mask. ; 

compressions. 
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Where do you stand to administer chest 
compressions? 


When chest compressions are started, you may be standing at the side 
of the warmer. One of your team members, standing at the head of the 
bed, will be providing coordinated ventilations through an 
endotracheal tube. 


If chest compressions are required, there is a high probability that 

you will also need to insert an emergency umbilical venous catheter 
for intravascular access. It is difficult to insert an umbilical venous 
catheter if the person administering compressions is standing at the 
side of the warmer with his arms encircling the chest. Once intubation 
is completed and the tube is secure, the compressor should move to 
the head of the bed while the person operating the PPV device moves 
to the side (Figure 6.2). In addition to providing space for umbilical 
venous catheter insertion, this position has mechanical advantages 
that result in less fatigue for the compressor. 





Sternum 
Figure 6.2. Compressor standing at the head of the bed í 
a, = Nippl 
Where do you position your hands during chest ine 
compressions? STZ 
© 
During chest compressions, pressure should be applied to the lower x 
third of the sternum (Figure 6.3). Place your thumbs on the sternum 
just below an imaginary line connecting the baby’s nipples. Your 
thumbs should be placed either side-by-side or one on top of the other 
in the center of the sternum. Do not place your thumbs on the ribs or Xiphoid Compression area 
on the xiphoid. The xiphoid is the small, pointed projection where the Figure 6.3. Landmarks for chest 


lower ribs meet at the midline. compressions 
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Encircle the baby’s chest with your hands. Place your fingers under the 
baby’s back to provide support (Figure 6.4). Your fingers do not need 
to touch. 





A B 


Figure 6.4. Chest compressions using 2 thumbs from the head of the bed (A) and side of the bed 
(B). Thumbs are placed over the lower third of the sternum, hands encircling the chest. 


How deeply do you compress the chest? 


Using your thumbs, press the sternum downward to compress the 
heart between the sternum and the spine. Do not squeeze the chest 
with your encircling hands. With your thumbs correctly positioned, 
use enough pressure to depress the sternum approximately one-third 
of the anterior-posterior (AP) diameter of the chest (Figure 6.5), and 
then release the pressure to allow the heart to refill. One compression 
consists of the downward stroke plus the release. The actual distance 
compressed will depend on the size of the baby. 


y One-third 





Figure 6.5. Compression depth is approximately one-third of the anterior-posterior 
diameter of the chest. 


Your thumbs should remain in contact with the chest during both 
compression and release. Allow the chest to fully expand by lifting 
your thumbs sufficiently during the release phase to permit the chest 
to expand; however, do not lift your thumbs completely off the chest 
between compressions. 





Review 


@ A newborn is apneic. She does not improve with initial steps, and 
PPV is started. The first assessment of heart rate is 40 beats per 
minute. After 30 seconds of positive-pressure ventilation that 
moves the chest, her heart rate is 80 beats per minute. Chest 
compressions (should)/(should not) be started. Positive-pressure 
ventilation (should)/(should not) continue. 


© A newborn is apneic. She does not improve with the initial steps or 
positive-pressure ventilation. Her heart rate remains 40 beats per 
minute. An endotracheal tube is placed properly, the chest is 
moving, bilateral breath sounds are present, and ventilation has 
continued for another 30 seconds. Her heart rate is still 40 beats 
per minute. Chest compressions (should)/(should not) be started. 
Positive-pressure ventilation (should)/(should not) continue. 


© Mark the area on this baby where you would apply chest 
compressions. 


A. Top of sternum 


B. Just below nipples 


C. Over xiphoid 





© The correct depth of chest compressions is approximately 
a. One-fourth of the anterior-posterior diameter of the chest 
b. One-third of the anterior-posterior diameter of the chest 
c. One-half of the anterior-posterior diameter of the chest 


d. Two inches 


Answers 


@ Chest compressions should not be started. Positive-pressure 
ventilation should continue. 


© Chest compressions should be started. Positive-pressure 
ventilation should continue. 
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© Compression area (B) just below the nipples. 





© The correct depth of chest compressions is approximately 
one-third of the anterior-posterior diameter of the chest. 


What is the compression rate? 


The compression rate is 90 compressions per minute. To achieve this 
rate, you will give 3 rapid compressions and 1 ventilation during each 
2-second cycle. 


How are compressions coordinated with 
positive-pressure ventilation? 


During neonatal cardiopulmonary resuscitation, chest compressions 
are always accompanied by coordinated PPV. Give 3 rapid 
compressions followed by 1 ventilation. 


Coordinated Compressions and Ventilations 


3 compressions + 1 ventilation every 2 seconds 





To assist coordination, the person doing compressions should count 
the rhythm out loud. The goal is to give 90 compressions per minute 
and 30 ventilations per minute (90 + 30 = 120 “events” per minute). 
This is a rapid rhythm, and achieving good coordination requires 
practice. 


Learn the rhythm by counting out loud: “One-and-Two-and-Three- 
and-Breathe-and; One-and-Two-and-Three-and-Breathe-and; One- 
and-Two-and-Three-and-Breathe-and...”. 


e Compress the chest with each counted number (“One, Two, Three”). 
e Release the chest between each number (“-and-”). 


e Pause compressions and give a positive-pressure breath when the 
compressor calls out “breathe-and”. 


Inhalation occurs during the “breathe-and” portion of the rhythm, and 
exhalation occurs during the downward stroke of the next 
compression. Note that during chest compressions, the ventilation rate 
is slower than you used when giving only assisted ventilation. This 
slower rate is used to provide an adequate number of compressions 
and avoid simultaneous compressions and ventilation. 


3:1 Compression:Ventilation Rhythm 
One-and-Two-and-Three-and-Breathe-and ; 


One-and-Two-and-Three-and-Breathe-and ; 
One-and-Two-ana-Three-and-Breathe-and... 





What oxygen concentration should be used with 
positive-pressure ventilation during chest 
compressions? 


When chest compressions are started, increase the oxygen 
concentration to 100%. 


During chest compressions, circulation may be so poor that the pulse 
oximeter will not give a reliable signal. Once the heart rate is greater 
than 60 bpm and a reliable pulse oximeter signal is achieved, adjust the 
oxygen concentration to meet the target oxygen saturation. 


When should you check the baby’s heart rate after 
starting compressions? 


Wait 60 seconds after starting coordinated chest compressions and 
ventilation before pausing briefly to reassess the heart rate. 


Studies have shown that it may take a minute or more for the 
heart rate to increase after chest compressions are started. When 
compressions are stopped, coronary artery perfusion is decreased 
and requires time to recover once compressions are resumed. It is, 
therefore, important to avoid unnecessary interruptions in chest 
compressions because each time you stop compressions, you may 
delay the heart’s recovery. 


How should you assess the baby’s heart rate 
response during compressions? 


Briefly pause compressions and, if necessary, pause ventilation. An 
electronic cardiac (ECG) monitor is the preferred method for assessing 
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heart rate during chest compressions. You may assess the baby’s heart 
rate by listening with a stethoscope or using a pulse oximeter. There 
are limitations to each of these methods. 


e During resuscitation, auscultation can be difficult, prolonging the 
interruption in compressions and potentially giving inaccurate 
results. 


e Ifthe baby’s perfusion is very poor, a pulse oximeter may not 
reliably detect the baby’s pulse. 


e An electronic cardiac (ECG) monitor displays the heart’s electrical 
activity and may shorten the interruption in compressions, but slow 
electrical activity may be present without the heart pumping blood 
(“pulseless electrical activity”). In the newborn, pulseless electrical 
activity is treated the same as an absent pulse (asystole). 


When do you stop chest compressions? 


Stop chest compressions when the heart rate is 60 bpm or higher. 


Once compressions are stopped, return to giving PPV at the faster rate 
of 40 to 60 breaths per minute. 


What do you do if the heart rate is not improving 
after 60 seconds of compressions? 

While continuing to administer chest compressions and coordinated 
ventilation, your team needs to quickly assess the quality of your 
ventilation and compressions. In most circumstances, endotracheal 


intubation or laryngeal mask insertion should have been performed. If 
not, this procedure should be performed now. 


Quickly ask each of the following questions out loud and confirm your 
assessment as a team: 


e Is the chest moving with each breath? 
e Are bilateral breath sounds audible? 
e Is 100% oxygen being administered through the PPV device? 


e Is the depth of compressions adequate (one-third of the AP 
diameter of the chest)? 


e Is the compression rate correct? 


e Are chest compressions and ventilations well-coordinated? 





If the baby’s heart rate remains less than 60 bpm despite 60 seconds of 
good quality, coordinated chest compressions and effective ventilation, 
epinephrine administration is indicated. Emergency vascular access 
will be needed. If compressions are being administered from the side 
of the bed, the team member providing chest compressions should 
move to the head of the bed to continue compressions and allow space 
for an operator to safely place an umbilical venous catheter or 
intraosseous needle. 


Focus on Teamwork 


Providing chest compressions highlights several opportunities for 
effective teams to use the Neonatal Resuscitation Program® (NRP*) 





Key Behavioral Skills. 

Behavior Example 

Anticipate and plan. Ensure that you have enough personnel present at the time of delivery based on the 
risk factors you identified. If there is evidence of severe fetal distress, be prepared for 
the possibility of a complex resuscitation, including chest compressions. 
If chest compressions are required, there is a high likelihood of also needing 
epinephrine. Plan for this possibility during your team briefing. If compressions are 
started, a team member should immediately start preparing the equipment necessary 
for emergency vascular access (umbilical venous catheter or intraosseous needle) and 
epinephrine. 

Call for help when needed. If chest compressions are required, you may need 4 or more health care providers. 


Delegate workload optimally. | Performing all of the tasks quickly, including PPV, auscultation, placing a pulse 
oximeter, intubating the airway, administering compressions, monitoring the quality of 
compressions and ventilations, monitoring the baby's response, placing ECG monitor 
leads, preparing emergency vascular access, and documenting events as they occur, 
requires multiple team members. 





Clearly identify a team leader. | The team leader needs to maintain situational awareness, paying attention to the entire 
Allocate attention wisely. situation, and not becoming distracted by any single activity or procedure. This means 
that leadership may need to shift to another person if the team leader is performing a 
procedure that occupies her attention. 


It is important for someone to monitor the quality of ventilation and compressions 
while also monitoring the baby's response (heart rate and oxygen saturation). 





Use available resources. If the compressor becomes fatigued, have another team member take over 
compressions. A respiratory care practitioner can administer PPV and monitor oxygen 
saturation, enabling a nurse or physician to prepare for emergency vascular placement 
and medication administration. 





Communicate effectively. During compressions, the compressor and ventilator need to coordinate their activity 
Maintain professional and maintain correct technique. If a correction is required, make a clear, calm, and 
behavior. directed statement. 


Share information with the individual documenting events so they can be accurately 
noted. 
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Frequently Asked Questions 
What are the potential complications of chest compressions? 


Chest compressions can cause trauma to the baby. Two vital organs lie 
within the rib cage—the heart and lungs. As you perform chest 
compressions, you must apply enough pressure to compress the heart 
between the sternum and spine without damaging underlying organs. 
The liver lies in the abdominal cavity partially under the ribs. Pressure 
applied directly over the xiphoid could cause laceration of the liver. 


Chest compressions should be administered with the force directed 
straight down on the middle of the sternum. Do not become distracted 
and allow your thumbs to push on the ribs connected to the sternum. 
By following the procedure outlined in this lesson, the risk of injuries 
can be minimized. 


Why does the Neonatal Resuscitation Program Flow Diagram follow 
A-B-C (Airway-Breathing-Compressions) when other programs follow 
C-A-B (Compressions-Airway-Breathing)? 


The NRP focuses on establishing effective ventilation, rather than 
starting chest compressions because the vast majority of newborns 
who require resuscitation have a healthy heart. The underlying 
problem is respiratory failure with impaired gas exchange; therefore, 
ventilation of the baby’s lungs is the single most important and 
effective action during neonatal resuscitation. Very few babies will 
require chest compressions once effective ventilation has been 
established. Other programs focus on chest compressions because 
adults are more likely to have a primary cardiac problem causing 
cardiorespiratory collapse, and teaching a single approach for children 
and adults simplifies the educational process. 


Why does the Neonatal Resuscitation Program use a 3:1 compression- 
to-ventilation ratio instead of the 15:2 ratio used in other programs? 


Neonatal animal studies have shown that the 3:1 ratio shortens the 
time to return of spontaneous circulation. 


In the case at the beginning of the lesson, the CO, detector did not 
change color even though the endotracheal tube was correctly 
placed. Why? 


If a baby has a very low heart rate or very poor cardiac function, there 
may not be enough CO, carried to the lungs to change the detector’s 
color. In this case, you will need to use other indicators (chest 
movement and breath sounds) to determine if the endotracheal tube is 
correctly placed. If the CO, detector begins to change color during 
compressions, this may be an indication of improving cardiac function. 





Key Points 


@ Chest compressions are indicated when the heart rate remains 
below 60 beats per minute (bpm) despite at least 30 seconds of 
positive-pressure ventilation (PPV) that inflates the lungs (chest 
movement). In most cases, you should have given ventilation 
through a properly inserted endotracheal tube or laryngeal mask. 


© Ifthe chest is not moving with PPV, the lungs have not been 
inflated and chest compressions are not yet indicated. Continue to 
focus on achieving effective ventilation. 


© Ifthe heart rate is below 60 bpm, the pulse oximeter may stop 
working. You should continue ventilation with 100% oxygen until 
the heart rate is at least 60 bpm and the pulse oximeter has a 
reliable signal. 


© Once the endotracheal tube or laryngeal mask is secure, move to 
the head of the bed to give chest compressions. This provides space 
for safe insertion of an umbilical venous catheter and has 
mechanical advantages that result in less compressor fatigue. 


© To administer chest compressions, place your thumbs on the 
sternum, in the center, just below an imaginary line connecting the 
baby’s nipples. Encircle the torso with both hands. Support the 
back with your fingers. 


© Use enough downward pressure to depress the sternum 
approximately one-third of the anterior-posterior (AP) diameter 
of the chest. 


@ The compression rate is 90 compressions per minute and the 
breathing rate is 30 breaths per minute. This equals 3 compressions 
and 1 breath every 2 seconds, or 120 “events” per minute. This is a 
slower ventilation rate than used during assisted ventilation without 
compressions. 


© To achieve the correct rate, use the rhythm: “One-and-Two-and- 
Three-and-Breathe-and...” 


© After 60 seconds of chest compressions and ventilation, briefly stop 
compressions and check the heart rate. If necessary, briefly stop 
ventilation. An electronic cardiac (ECG) monitor is the preferred 
method for assessing heart rate during chest compressions. You 
may assess the baby’s heart rate by listening with a stethoscope. 


a. If the heart rate is 60 bpm or greater, discontinue compressions 
and resume PPV at 40 to 60 breaths per minute. 


175 





Chest Compressions 


b. If the heart rate is less than 60 bpm, check the quality of 
ventilation and compressions. If ventilation and compressions 
are being correctly administered, epinephrine administration is 
indicated. 


LESSON 6 REVIEW 


1. A newborn is apneic. She does not improve with initial steps, 
and PPV is started. The first assessment of heart rate is 40 beats 
per minute. After 30 seconds of positive-pressure ventilation 
that moves the chest, her heart rate is 80 beats per minute. Chest 
compressions (should)/(should not) be started. Positive- 
pressure ventilation (should)/(should not) continue. 


2. Anewborn is apneic. She does not improve with the initial 
steps or positive-pressure ventilation. Her heart rate remains 
40 beats per minute. An endotracheal tube is placed properly, 
the chest is moving, bilateral breath sounds are present, and 
ventilation has continued for another 30 seconds. Her heart rate 
is still 40 beats per minute. Chest compressions (should)/ 
(should not) be started. Positive-pressure ventilation (should)/ 
(should not) continue. 


3. Mark the area on this baby where you would apply chest 
compressions. 


A. Top of sternum 


B. Just below nipples 






C. Over xiphoid 


4. The correct depth of chest compressions is approximately 
a. One-fourth of the anterior-posterior diameter of the chest 
b. One-third of the anterior-posterior diameter of the chest 
c. One-half of the anterior-posterior diameter of the chest 


d. Two inches 
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5. The ratio of chest compressions to ventilation is (3 compressions 
to 1 ventilation)/(1 compression to 3 ventilations). 

6. What phrase is used to achieve the correct rhythm for 
coordinating chest compressions and ventilation? 

7. You should briefly stop compressions to check the baby’s heart 
rate response after (30 seconds)/(60 seconds) of chest 
compressions with coordinated ventilations. 

8. <A baby has received chest compressions and coordinated 
ventilation. You briefly stop compressions and the electronic 
cardiac (ECG) monitor shows the baby’s heart rate is 80 beats 
per minute. You should (continue)/(stop) chest compressions. 
You should (continue)/(stop) positive-pressure ventilation. 

Answers 

1. Chest compressions should not be started. Positive-pressure 
ventilation should continue. 

2. Chest compressions should be started. Positive-pressure 
ventilation should continue. 

3. Compression area (B) just below the nipples. 

4. The correct depth of chest compressions is approximately 
one-third of the anterior-posterior diameter of the chest. 

5. The ratio of chest compressions to ventilation is 3 compressions 
to 1 ventilation. 

6. “One-and-Two-and-Three-and-Breathe-and ...” 

7. You should briefly stop compressions to check the baby’s heart 


rate response after 60 seconds of chest compressions with 
coordinated ventilations. 
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8. You should stop chest compressions. You should continue 
positive-pressure ventilation. 


Additional Reading 


Hemway RJ, Christman C, Perlman J. The 3:1 is superior to a 15:2 
ratio in a newborn manikin model in terms of quality of chest 
compressions and number of ventilations. Arch Dis Child Fetal 
Neonatal Ed. 2013;98(1):F42-F45 


Kapadia V, Wyckoff MH. Chest compressions for bradycardia or 
asystole in neonates. Clin Perinatol. 2012;39(4):833-842 


Mildenhall LF, Huynh TK. Factors modulating effective chest 
compressions in the neonatal period. Semin Fetal Neonatal Med. 
2013;18(6):352-356 


Saini SS, Gupta N, Kumar P, Bhalla AK, Kaur H. A comparison of 
two-fingers technique and two-thumbs encircling hands technique of 
chest compression in neonates. J Perinatol. 2012;32(9):690-694 
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Lesson 6: Performance Checklist 


Chest Compressions 


The Performance Checklist Is a Learning Tool 


The learner uses the checklist as a reference during independent 
practice or as a guide for discussion and practice with a Neonatal 
Resuscitation Program (NRP) instructor. When the learner and 
instructor agree that the learner can perform the skills correctly and 
smoothly without coaching and within the context of a scenario, the 
learner may move on to the next lesson’s Performance Checklist. 


Knowledge Check 


@ What procedure is highly recommended before beginning chest 
compressions? 


@ Whatare the indications for chest compressions? 


© What oxygen concentration is used when chest compressions are 
required? 


Where are thumbs and fingers placed during chest compressions? 


© 


What is the correct compression depth? 


© What is the compression rate? What is the call-out rhythm to help 
ensure coordination between compressions and ventilation? 


@ How long are chest compressions administered before checking a 
heart rate? 


© When can chest compressions be discontinued? 


Learning Objectives 


@ Identify the newborn that requires chest compressions. 


© Demonstrate the correct technique for performing chest 
compressions. 


© Identify the sign that indicates chest compressions should be 
discontinued. 


© Demonstrate behavioral skills to ensure clear communication and 
teamwork during this critical component of newborn 
resuscitation. 
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Chest Compressions 


Scenario 


“You are called to attend a birth due to fetal bradycardia. How would 
you prepare for the resuscitation of the baby? As you work, say your 
thoughts and actions aloud so I will know what you are thinking and 
doing.” 


Y Critical Performance Steps 


Assesses perinatal risk (Learner asks 4 basic questions.) 

Gestation? “Term.” 

Fluid clear? “Fluid is clear.” 

How many babies? “One baby is expected.” 

Additional risk factors? “Fetal bradycardia for the last 3 minutes.” 





Assembles team, identifies leader, delegates tasks 








Performs equipment check 





“The baby has been born.” 





Rapid Evaluation 





Term? Tone? Breathing or crying? 
“Appears term, no tone, no breathing.” 





Initial Steps 
Positions, suctions, dries, removes linen, stimulates 





Vital Signs 





Checks breathing 
“Baby is apneic.” 





Positive-Pressure Ventilation 





Begins PPV 

Within 15 seconds of beginning PPV, requests check to assess if heart rate is rising 
Asks assistant to place ECG leads and connect to cardiac monitor (optional) 
“Heart rate is about 40 bpm, not increasing.” 





Assesses chest movement 
¢ If chest movement observed, continues PPV x 15 seconds 


e If no chest movement observed, proceeds through corrective steps (MR. SOPA) until chest movement; then 
administers PPV X 30 seconds 


e If no chest movement with corrective steps, indicates need for alternative airway and proceeds directly to 
intubation or laryngeal mask placement 





Heart Rate 





Checks heart rate 
“Heart rate about 40 bpm, still not increasing.” 








Indicates need for alternative airway 








180 





Y Critical Performance Steps 


Alternative Airway 





° Intubates (size-1 blade and 3.5-mm endotracheal tube) or inserts laryngeal mask (size 1) 


¢ Checks carbon dioxide (CO) detector color change, bilateral breath sounds, chest movement, and rising heart 
rate 


¢ For endotracheal tube, checks tip-to-lip insertion depth using nasal-tragus length (NTL) or insertion depth chart 
e Asks assistant to secure endotracheal tube or laryngeal mask 

e Asks assistant to place ECG leads and connect to monitor (optional) 

If device not successfully placed, 

"Color is not changing on the CO, detector and heart rate is not increasing.” 

e Removes device 





e Resumes PPV by face mask 
e Repeats insertion attempt 





If device successfully placed, 

“Color is changing on the CO, detector. Pulse oximetry is not detecting a signal.” 

e Continues PPV X 30 seconds 

e Assistant checks tip-to-lip depth (endotracheal tube) and secures device 

Heart Rate 

Checks heart rate after 30 seconds of PPV 

“Heart rate is 40 bpm and not increasing, pulse oximetry is not detecting a signal.” 
Chest Compressions 














Calls for additional help if necessary 

Asks assistant to increase oxygen concentration to 100% 

Asks assistant to place ECG leads and attach to monitor (recommended) 
Compressor moves to head-of-bed position, ventilator to side of bed 


Places thumbs on sternum (lower one-third, below imaginary line connecting nipples), fingers under back 
supporting spine (fingers do not need to touch) 


Compresses sternum one-third of the AP diameter of chest, straight up and down 
e Compressor counts cadence “One-and-two-and-three-and-breathe-and” 
e Positive-pressure ventilation administered during compression pause ("breathe-and”) 














e 3 compressions and 1 breath every 2 seconds 
Heart Rate 
Checks heart rate after 60 seconds of compressions and ventilations 





“The heart rate is 70 bpm and rising. Pulse oximetry is starting to detect a signal. No spontaneous 
respirations.” 





Positive-Pressure Ventilation Without Compressions 





e Discontinues chest compressions 

e Continues PPV with higher ventilation rate (40-60 breaths/min) 

e Adjusts oxygen concentration per oximetry 

“The heart rate is >100 bpm. Oxygen saturation is 78%. No spontaneous respirations.” 
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VY Critical Performance Steps 


Vital Signs 





spontaneous respirations.” 


Continues PPV and adjusts oxygen concentration per oximetry 
“Heart rate is >100 bpm. Oxygen saturation is 90%. Tone is improving, beginning to have some 





Prepares for transport to nursery 








Updates parents 


Continues PPV and adjusts oxygen concentration per oximetry 








Instructor asks the learner debriefing questions to enable self- 
assessment, such as 


© 
O 


What went well during this resuscitation? 


What will you do differently when faced with chest compressions 
in a future scenario? 


Do you have additional comments or suggestions for your team? 


Give me an example of how you used at least one of the NRP Key 
Behavioral Skills. 


If significant errors were made, consider asking the learners, 


© 


What happened? What should have happened? What could you 
have done to make the right things happen? 


What NRP Key Behavioral Skills might have been helpful in this 
situation? 


Neonatal Resuscitation Program Key Behavioral Skills 
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Know your environment. 

Use available information. 

Anticipate and plan. 

Clearly identify a team leader. 
Communicate effectively. 

Delegate workload optimally. 
Allocate attention wisely. 

Use available resources. 

Call for additional help when needed. 


Maintain professional behavior. 














What you will learn 

When to give epinephrine during resuscitation 

How to administer epinephrine 

When to give a volume expander during resuscitation 
How to administer a volume expander 


What to do if the baby is not improving after giving intravenous 
epinephrine and volume expander 


How to insert an emergency umbilical venous catheter 


How to insert an intraosseous needle 
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Medications 





Antenatal counseling. 
Team briefing and equipment check. 


Stay with mother for routine care: 
Warm and maintain normal 


temperature, position airway, 
clear secretions if needed, dry, 
ongoing evaluation. 





Warm and maintain normal 
temperature, position airway, clear 


1 
secretions if needed, dry, stimulate. 


minute 








PPV. 
Spo» monitor. 
Consider ECG monitor. 


Position and clear airway. 
Spo, monitor. 
Supplemental O, as needed. 
Consider CPAP. 


Post-resuscitation care. 
Team debriefing. 


Check chest movement. 


Ventilation corrective steps if 7 
needed Pre-ductal Spo Target 


ETT or laryngeal mask if needed. 1 min 60%—-65% 
2min 65%-70% 

3min 70%—-75% 

4min 75%-80% 

5min 80%—-85% 

10min 85%-95% 





Intubate if not already done. 
Chest compressions. 
Coordinate with PPV. 

100% O». 
ECG monitor. 


IV epinephrine. 


If HR persistently below 60 bpm: 
consider hypovolemia, 
consider pneumothorax. 
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The following case is an example of how medications may be used 
during an extensive resuscitation. As you read the case, imagine 
yourself as part of the resuscitation team. 


Case: Resuscitation with positive-pressure 
ventilation, chest compressions, and medications 


A pregnant woman at 36 weeks’ gestation is brought to the emergency 
department after an automobile accident. Fetal bradycardia is noted on 
the monitor. Your resuscitation team quickly assembles in the delivery 
room, completes a pre-resuscitation team briefing, and prepares 
equipment. An endotracheal tube, umbilical venous catheter, 
epinephrine, and volume replacement are prepared because an 
extensive resuscitation is anticipated. An emergency cesarean birth is 
performed, the umbilical cord is immediately clamped and cut, and a 
limp, pale baby boy is handed to the resuscitation team. A team 
member begins documenting the resuscitation events as they occur. 


You perform the initial steps under a radiant warmer; however, the 
baby remains limp without spontaneous respirations. You begin 
positive-pressure ventilation (PPV) with 21% oxygen, a pulse oximeter 
sensor is placed on his right hand, and electronic cardiac (ECG) 
monitor leads are placed on his chest. The baby’s heart rate is 40 beats 
per minute (bpm) by ECG and auscultation. The pulse oximeter does 
not register a signal. Although PPV appears to achieve good chest 
movement, his heart rate does not increase. You quickly perform the 
ventilation corrective steps without improvement. The baby is 
successfully intubated and PPV through the endotracheal tube is 
continued for 30 seconds, but his heart rate remains 40 bpm. Chest 
compressions are performed with coordinated PPV using 100% oxygen. 
A team member confirms the quality of compressions and ventilation, 
but, after 60 seconds, the baby’s heart rate has slowed to 30 bpm. 


One team member quickly inserts the umbilical venous catheter. With 
the assistance of another team member, a dose of epinephrine is 
administered through the catheter followed by a normal saline flush. 
Ventilation and compressions are continued, and, 1 minute later, the 
baby’s heart rate has increased to 50 bpm. Because the baby has 
persistent bradycardia and a history of probable blood loss, a 30-mL 
infusion of normal saline is begun through the umbilical catheter. The 
heart rate increases and chest compressions are stopped when it rises 
above 60 bpm. As the heart rate continues to increase, the oximeter 
begins to detect a reliable signal and shows oxygen saturation 70% and 
rising. Assisted ventilation continues and the oxygen concentration is 
adjusted to maintain the baby’s oxygen saturation within the target 
range. By 10 minutes after birth, the baby makes an initial gasp. He is 
transferred to the nursery for post-resuscitation care. Shortly 
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Medications 
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Check chest movement. 
Ventilation corrective steps if 
needed. 

ETT or laryngeal mask if needed. 


Intubate if not already done. 
Chest compressions. 
Coordinate with PPV. 

100% Op. 
ECG monitor. 


IV epinephrine. 


If HR persistently below 60 bpm: 
consider hypovolemia, 
consider pneumothorax. 








afterward, your team members conduct a debriefing to discuss their 
preparation, teamwork, and communication. 


A very small number of newborns will require 
emergency medication. 


Most newborns requiring resuscitation will improve without 
emergency medications. Before administering medications, you should 
check the effectiveness of ventilation and compressions. In most cases, 
you should have inserted an endotracheal tube or laryngeal mask to 
improve the efficacy of ventilation. 


Despite inflating the lungs and augmenting cardiac output with chest 
compressions, a very small number of newborns (approximately 

1-3 per 1,000 term and late preterm births) will still have a heart rate 
below 60 bpm. This occurs when blood flow into the coronary arteries 
is severely decreased, resulting in such low oxygen delivery to the 
newborn’s heart that it cannot contract effectively. These newborns 
should receive epinephrine to improve coronary artery perfusion and 
oxygen delivery (Figure 7.1). Newborns with shock from acute blood 
loss (eg, bleeding vasa previa, fetal trauma, cord disruption, severe 
cord compression) may also require emergency volume expansion. 





Figure 7.1. Few newborns require emergency medication to regain 
cardiac function. 


What is epinephrine and what does it do? 


Epinephrine is a cardiac and vascular stimulant. It causes constriction 
of blood vessels outside of the heart, which increases blood flow into 
the coronary arteries. Blood flowing into the coronary arteries carries 
the oxygen required to restore cardiac function. In addition, 
epinephrine increases the rate and strength of cardiac contractions. 





When is epinephrine indicated and how should it be 
administered? 


Indication 


Epinephrine is indicated if the baby’s heart rate remains below 60 bpm 
after 


e At least 30 seconds of PPV that inflates the lungs (moves the chest), 
and 


e Another 60 seconds of chest compressions coordinated with PPV 
using 100% oxygen. 


In most cases, 30 seconds of ventilation should have been provided 
through a properly inserted endotracheal tube or laryngeal mask. 
Epinephrine is not indicated before you have established ventilation 
that effectively inflates the lungs. 


Concentration 
Epinephrine is available in 2 concentrations. 
Only the 1:10,000 preparation (0.1 mg/mL) should be used 


for neonatal resuscitation. 


Route 





Intravenous (preferred) or Intraosseous: Epinephrine needs 
to rapidly reach the central venous circulation. Medications 
reach the central venous circulation quickly when 
administered into either an umbilical venous catheter or an 
intraosseous needle. Attempting insertion of a peripheral 
intravenous catheter is not recommended for emergency 
medication administration in the setting of cardiovascular 
collapse because it is likely to be unsuccessful, result in 
epinephrine extravasation into the tissue, and delay the 
administration of potentially lifesaving therapy. 


Endotracheal (less effective): Some clinicians may choose to 
give a dose of epinephrine into the endotracheal tube while 
vascular access is established. Although it may be faster to 
give endotracheal epinephrine, studies suggest that 
absorption is unreliable and the endotracheal route is less 
effective. For this reason, the intravenous and intraosseous 
routes are recommended. 





Preparation 





Use a sterile connector or stopcock to transfer epinephrine Figure 7.2. Use a connector or stopcock to transfer 
from the glass vial injector to a syringe (Figure 7.2). epinephrine. 
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Medications 


Intravenous/Intraosseous: Prepare intravenous or intraosseous 
epinephrine in a labeled 1-mL syringe. Clearly label the syringe: 
“Epinephrine-IV.” 


Endotracheal: Prepare endotracheal epinephrine in a 3- to 5-mL 
syringe. Clearly label the syringe: “Epinephrine-ET ONLY.” Be certain 
not to use this larger syringe for intravenous or intraosseous 
administration. 


Dose 


Intravenous or intraosseous: The recommended intravenous or 
intraosseous dose is 0.1 to 0.3 mL/kg (equal to 0.01 to 0.03 mg/kg). 
You will need to estimate the baby’s weight after birth. 





Endotracheal: If you decide to give an endotracheal dose while vascular 
access is being established, the recommended dose is 0.5 to 1 mL/kg 
(equal to 0.05 to 0.1 mg/kg). This higher dose is only recommended 
for endotracheal administration. DO NOT give the higher dose via the 
intravenous or intraosseous route. 


Administration 
Epinephrine is given rapidly. 


Intravenous or intraosseous: Follow the drug with a 0.5- to 1-mL flush 
of normal saline. 


Endotracheal: When giving endotracheal epinephrine, be sure to give 
the drug directly into the tube, being careful not to leave it deposited 
in the tube connector. Because you will be giving a large fluid volume 
into the endotracheal tube, you should follow the drug with several 
positive-pressure breaths to distribute the drug into the lungs. 


What should you expect to happen after giving 
epinephrine? 


Assess the heart rate 1 minute after epinephrine administration. As 
you continue PPV with 100% oxygen and chest compressions, the 
heart rate should increase to 60 bpm or higher within approximately 
1 minute of intravenous or intraosseous epinephrine administration. 


If the heart rate is less than 60 bpm after the first dose of intravenous 
or intraosseous epinephrine, you can repeat the dose every 3 to 

5 minutes. If you started at the lower end of the dosage range, you 
should consider increasing subsequent doses. Do not exceed the 
maximum recommended dose. If there is not a satisfactory response 
after intravenous or intraosseous epinephrine, consider other 
problems such as hypovolemia and tension pneumothorax. 
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The response may take longer, or may not occur, if you give 
endotracheal epinephrine. If the first dose is given by the endotracheal 
route and there is not a satisfactory response, a repeat dose should be 
given as soon as an umbilical venous catheter or intraosseous needle is 
inserted. All subsequent doses, if necessary, should be given by the 
intravenous or intraosseous route. 


In addition, check to be certain that 


The lungs are being adequately ventilated as indicated by chest 
movement. Insertion of an endotracheal tube or laryngeal mask 
should be strongly considered if not already done. If PPV is 
provided through an endotracheal tube or laryngeal mask, there 
should be equal breath sounds. 


The endotracheal tube is not displaced, bent, or obstructed by 
secretions. 


Chest compressions are being given at the correct depth (one-third 
of the anterior-posterior [AP] diameter of the chest) and correct rate 
(90/min). 


Interruptions in chest compressions are minimized because each 
interruption decreases coronary artery perfusion. 


Epinephrine Summary 


1:10,000 epinephrine (0.1 mg/mL) 


Intravenous (preferred) or Intraosseous 


Option: Endotracheal only while intravenous or intraosseous access is being 
obtained 


Intravenous or Intraosseous = 1-mL syringe labeled “Epinephrine-IV" 


Endotracheal = 3- to 5-mL syringe labeled “Epinephrine-ET only” 


Intravenous or Intraosseous = 0.1 to 0.3 mL/kg 
Endotracheal = 0.5 to 1 mL/kg 


Perey 


Rapidly—as quickly as possible 
Intravenous or Intraosseous: Flush with 0.5 to 1 mL normal saline 
Endotracheal: PPV breaths to distribute into lungs 


Repeat every 3 to 5 minutes if heart rate remains less than 60 bpm. 
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When should you consider administering a volume 
expander? 


If there has been an acute fetal-maternal hemorrhage, bleeding vasa 
previa, extensive vaginal bleeding, a placental laceration, fetal trauma, 
an umbilical cord prolapse, a tight nuchal cord, or blood loss from the 
umbilical cord, the baby may be in hypovolemic shock. The baby may 
have a persistently low heart rate that does not respond to effective 
ventilation, chest compressions, and epinephrine. Babies with 
hypovolemic shock may appear pale, have delayed capillary refill, and/ 
or have weak pulses. In some cases, there will be signs of shock with no 
obvious evidence of blood loss. Administration of a volume expander 
is indicated if the baby is not responding to the steps of resuscitation 
and there are signs of shock or a history of acute blood loss. 


Volume expanders should not be given routinely during resuscitation 
in the absence of shock or a history of acute blood loss. Giving a large 
volume load to a heart that is already injured may actually worsen 
cardiac output and further compromise the newborn. 


Emergency volume expansion is indicated if the baby is not responding 


to the steps of resuscitation AND has signs of shock or a history of 
acute blood loss. 





What volume expanders should be considered and 
how should they be administered? 


Crystalloid fluid 


The recommended crystalloid solution for acutely treating 
hypovolemia is 0.9% NaCl (normal saline). 


Red blood cells 


Packed red blood cells should be considered for volume replacement 
when severe fetal anemia is suspected. If fetal anemia was diagnosed 
before birth, the donor unit can be cross-matched to the mother to 
ensure compatibility with any maternal antibodies transferred to the 
baby. If cross-matched blood is not immediately available, use emergency, 
non-cross-matched, type-O, Rh-negative packed red blood cells. 


Dose 


The initial dose of the selected volume expander is 10 mL/kg. If the 
baby does not improve after the first dose, you may need to give an 
additional 10 mL/kg. In unusual cases of large blood loss, 
administration of additional volume may be considered. 
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Route 


Options for emergency access to the vascular system during 
hypovolemic shock include placing an umbilical venous catheter or 
inserting an intraosseous needle. Attempting insertion of a peripheral 
intravenous catheter is not recommended for emergency volume 
administration in the setting of cardiovascular collapse. 


Preparation 


Fill a large syringe (30-60 mL) with the selected volume expander. 
If using saline, label the syringe. 


Administration 


In most cases, acute hypovolemia resulting in a need for resuscitation 
should be corrected fairly quickly. No clinical trials have established a 
preferred infusion rate, but, in most cases, a steady infusion over 5 to 
10 minutes is reasonable. 


In preterm newborns less than 30 weeks’ gestation, rapid administration 
of a volume expander may increase the risk of intracranial hemorrhage. 


Volume Expander Summary 


Normal saline (0.9% NaCl) 
Suspected anemia: O-negative packed red blood cells 


Intravenous or Intraosseous 


30- to 60-mL syringe (labeled) 


Over 5 to 10 minutes 


(Use caution with preterm newborns less than 30 weeks’ gestation.) 


What do you do if the baby is not improving after 
giving intravenous epinephrine and volume 
expander? 

While continuing to administer chest compressions and ventilation, 
your team needs to quickly reassess the quality of your ventilation and 


compressions. Intravenous epinephrine may be repeated every 3 to 
5 minutes. 
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If you have not inserted an alternative airway, this procedure should be 
performed now. In addition, obtaining a STAT chest x-ray may 
provide valuable information. If necessary, call for additional 
expertise. 


Quickly ask each of the following questions out loud and confirm your 
assessment as a team: 


e Is the chest moving with each breath? 

e Are equal breath sounds present? 

e Is the airway device or trachea obstructed by secretions? 

e Is 100% oxygen being administered through the PPV device? 


e Is the compression depth adequate (one-third of the AP diameter of 
the chest)? 


e Was the correct dose of epinephrine given intravenously? If 
epinephrine has been given only by the endotracheal route, quickly 
insert an umbilical venous catheter or intraosseous needle and 
repeat epinephrine. 


e Isa pneumothorax present? 


You have followed the Neonatal Resuscitation 
Program® (NRP®) Flow Diagram, but the newly born 
baby still has no detectable heart rate (Apgar 0). 
For how long should you continue? 


The persistent absence of a detectable heart rate (Apgar 0) at 

10 minutes is a strong, but not absolute, predictor of mortality and 
serious morbidity in late preterm and term newborns. If there is a 
confirmed absence of heart rate after 10 minutes of resuscitation, 
it is reasonable to stop resuscitative efforts; however, the decision 
to continue or discontinue should be individualized. 


When making the decision to continue resuscitation beyond 

10 minutes, variables to be considered may include uncertainty about 
the duration of asystole, whether the resuscitation interventions were 
considered to have been optimized, the availability of advanced 
neonatal care such as therapeutic hypothermia, the baby’s gestational 
age, the specific circumstances prior to birth such as the presumed 
etiology and timing of the perinatal events leading to cardiorespiratory 
arrest, and the family’s previously expressed feelings about acceptable 
risk of morbidity. 





There are other situations, such as prolonged bradycardia without 
improvement, where, after complete and adequate resuscitation 
efforts, discontinuation of resuscitation may be appropriate. However, 
there is not enough information on outcomes in these situations to 
make specific recommendations. Decisions on how to proceed in these 
circumstances have to be made on a case-by-case basis. If possible, 
emergency consultation with a colleague or individual with additional 
expertise may be helpful. 


Review 


@ Epinephrine (increases)/(decreases) coronary artery blood flow 
and (increases)/(decreases) the strength and rate of cardiac 
contractions. 


@ Ventilation that moves the chest has been performed through an 
endotracheal tube for 30 seconds and coordinated with chest 
compressions and 100% oxygen for an additional 60 seconds. If the 
baby’s heart rate remains below (60 beats per minute)/(80 beats 
per minute), you should give epinephrine while continuing chest 
compressions and ventilation. 


© 


The preferred route for epinephrine is (intravenous)/(endotracheal). 


In the absence of shock or a history of acute blood loss, routine 
administration of a volume expander (is)/(is not) recommended. 


© Ifan emergency volume expander is indicated, the initial dose is 


(1 mL/kg)/(10 mL/kg). 


Answers 


@ Epinephrine increases coronary artery blood flow and increases 
the strength and rate of cardiac contractions. 


@ Ifthe baby’s heart rate remains below 60 beats per minute, you 
should give epinephrine while continuing chest compressions and 
ventilation. 


© 


The preferred route for epinephrine is intravenous. 


@ In the absence of shock or a history of acute blood loss, routine 
administration of a volume expander is not recommended. 


© The initial dose is 10 mL/kg. 
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Figure 7.3. The umbilical vein travels 
through the liver to join the central 
venous circulation. 
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How do you establish rapid intravascular access 
during resuscitation? 


The umbilical vein 


The umbilical vein is a rapidly accessible, direct intravenous route in 
the newborn (Figure 7.3). If the use of epinephrine can be anticipated 
because the baby is not responding to PPV, one member of the 
resuscitation team should prepare to place an umbilical venous 
catheter while others continue to provide PPV and chest 
compressions. 


Emergency Umbilical Venous Catheter Insertion 


@ Put on gloves and quickly prepare an area for your equipment 
(Figure 7.4). Although you should attempt to use sterile technique, 
you must balance the need to rapidly secure emergency venous 
access with the risk of possibly introducing infection. If central 
venous access will be needed after stabilization, the emergency 
umbilical venous catheter will be removed and a new catheter 
placed using full sterile technique. 


@ Filla 3.5F or 5F single lumen umbilical catheter with normal saline 
using a syringe (3-10 mL) connected to a stopcock. Once filled, 
close the stopcock to the catheter to prevent fluid loss and air entry 
(Figure 7.4). Be certain that you know which direction is “off? on 
the stopcock used in your practice setting. 





Figure 7.4. Umbilical catheter (inside the plastic sleeve) prepared for emergency 
insertion 
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© Quickly clean the umbilical cord with an antiseptic solution. Place 
a loose tie at the base of the umbilical cord (Figure 7.5) around 
Wharton’s jelly or the skin margin. This tie can be tightened if 
there is excessive bleeding after you cut the cord. If the tie is placed 
around the skin, be sure that it does not compromise skin perfusion. 





Figure 7.5. Tie placed around Wharton's jelly (A) or the skin margin (B). (Figure 7.5B used with 
permission of Mayo Foundation for Medical Education and Research.) 


© Briefly stop chest compressions and caution the team that a scalpel 
is entering the field. Cut the cord with a scalpel below the umbilical 
clamp and about 1 to 2 cm above the skin line (Figure 7.6). 
Attempt to cut straight across the cord rather than at an angle. 





Figure 7.6. Cut the umbilical cord 1 to 2 cm above the skin line. (Figure 7.6B used with permission 
of Mayo Foundation for Medical Education and Research.) 
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© The umbilical vein will be seen as a larger, thin-walled structure, 
often near the 12-o0’clock position. The 2 umbilical arteries are 
smaller, have thicker walls, and frequently lie close together 
(Figure 7.7). The arteries coil within the cord and their position 
will vary depending on where you cut the cord. 


© Insert the catheter into the umbilical vein (Figures 7.8 and 7.9). 


a. Continue inserting the catheter 2 to 4 cm (less in preterm 
babies) until you get free flow of blood when you open the 
stopcock between the baby and the syringe and gently aspirate. 





Figure 7.7. The umbilical cord ready 


for catheter insertion. The umbilical vein b. For emergency use, the tip of the catheter should be located 

is shown by the yellow arrow. The only a short distance into the vein—only to the point at which 

2 umbilical arteries are shown by the blood can be aspirated. If the catheter is inserted farther, there 

white arrows. is risk of infusing medication directly into the liver, which may 


cause hepatic injury (Figure 7.10). 


c. Continue to hold the catheter securely in place with 1 hand 
until it is either secured or removed. 


@ Attach the syringe containing either epinephrine or volume 
expander to the available stopcock port, turn the stopcock so that 
it is open between the syringe and the catheter, ensure that there 
are no air bubbles in the syringe or catheter, administer the 
appropriate dose, and flush the catheter (Figure 7.11). It may be 
helpful to ask an assistant to infuse the medication while the 
operator holds the catheter in place. 


© After medications have been administered, either remove the 
catheter or secure it for temporary intravenous access as the baby 





Figure 7.8. Saline-filled catheter inserted into the umbilical Figure 7.9. Advance the catheter until blood can be aspirated 
vein. Note the black centimeter markings on the catheter. and the catheter can be easily flushed. 
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B 
Figure 7.10. Correct (A and B) and incorrect (C) umbilical vein catheter placement 


is transported to the nursery. If you decide to leave the catheter in 
place during stabilization or transport, it should be secured. A 
clear adhesive dressing can be used to temporarily secure the line 
to the newborn’s abdomen (Figure 7.12). Suturing and “goal post” 
tape are effective methods for securing the catheter for prolonged 
use, but they take time and may not be the best choice during 
resuscitation. 


© If you remove the catheter, do it slowly and be prepared to control 
bleeding by tightening the cord tie, squeezing the umbilical stump, 
or applying pressure above the umbilicus. 





Figure 7.11. Open the stopcock toward the baby and infuse Figure 7.12. Temporarily secure the umbilical catheter with a 
the medication. clear adhesive dressing. 
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The intraosseous needle 


Although an umbilical venous catheter is typically the preferred 
method of obtaining emergency vascular access in the delivery room, 
an intraosseous needle is a reasonable alternative and is frequently 
used for emergency access in pre-hospital settings and emergency 
departments. An intraosseous needle (Figure 7.13) is inserted through 
the skin into the flat portion of a large bone and advanced into the 
bone marrow cavity (Figure 7.14). When medications and fluids are 
infused, they quickly reach the central venous circulation and have the 
same hemodynamic effect as intravenous administration. All 
medications and fluids that can be infused into an umbilical venous 
catheter can be infused into an intraosseous needle. 
Small studies have shown that intraosseous needles are 
Osteon feasible to place in term and preterm newborns, have 
similar efficacy to intravenous routes, and can be 
Bestia inserted quickly. Health care providers with limited 

canal neonatal intensive care experience may find an 

Volkmann’s intraosseous needle easier to insert than an umbilical 
venous catheter. 





Figure 7.13. Examples of 
intraosseous needles. Some needles are 
inserted with a drill (left) and others are 
inserted manually (right). 


Trabeculae Compact bone 









Periosteum 





Several different types of intraosseous needles are 
commercially available. Some are intended to be 
manually inserted using a twisting motion to penetrate 
the skin and bone. Other needles are inserted using a 
battery operated drill. Consult the manufacturer’s 

cavity. Infused medications and fluids reach the central literature D identify the correct-sized needle for your 
venous circulation quickly. (Adapted from Teleflex patient. The intraosseous needle will have a stylet that is 
Incorporated. © 2016 Teleflex Incorporated. All rights used during insertion and must be removed before 
reserved.) infusion. 


Figure 7.14. Intraosseous needle in the bone marrow 


Intraosseous Needle Insertion 
Procedure 


@ Identify the insertion site. For term 
newborns, the preferred site is the flat 
surface of the lower leg, approximately 
2 cm below and 1 to 2 cm medial to the 
tibial tuberosity (the bony bulge below 
the knee cap) (Figure 7.15). 





Figure 7.15. Needle insertion site along the flat anteromedial surface of 
the tibia 
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@ Clean the insertion site with antiseptic solution (Figure 7.16). 





Figure 7.16. Quickly clean the insertion site. 


© Hold the intraosseous needle perpendicular to the skin and 
advance the needle through the skin to the surface of the bone 
(periosteum) (Figure 7.17). 





Figure 7.17. Insertion using an intraosseous drill 


© Direct the needle perpendicular to the bone and advance the 
needle through the bone cortex into the marrow space. If 
advancing the needle by hand, use strong downward pressure with 
a twisting motion. If advancing the needle with an electric drill, 
press the trigger while holding downward pressure as described in 
the manufacturer’s instructions. When the needle enters the 
marrow space, a distinct change in resistance (“pop”) is noticeable. 
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© Follow the manufacturer’s instructions for removing the stylet and 
securing the needle (Figure 7.18). 





Figure 7.18. Remove the intraosseous 
needle stylet. 


© Connect an infusion set to the needle’s hub, open the stopcock 
toward the needle, flush the needle, and administer the medication 
or fluid (Figure 7.19). 





Figure 7.19. Connect an infusion set to the intraosseous needle, open the stopcock 
toward the needle, flush the needle (A), and infuse the medication or fluid (B). 


@ Monitor the insertion site for evidence of swelling or fluid 
extravasation. 
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Focus on Teamwork 


The administration of epinephrine and volume during resuscitation 
highlights several opportunities for effective teams to use the NRP Key 


Behavioral skills. 
Behavior Example 
Anticipate and plan. If perinatal risk factors suggest that the fetus may have experienced acute blood loss or 


Use available information. have severe cardiorespiratory compromise (eg, prolonged fetal bradycardia), prepare an 
umbilical venous catheter or an intraosseous needle, epinephrine, and fluid for volume 
expansion. 


Emergency insertion of an umbilical venous catheter or intraosseous needle and blood 
administration are infrequently used skills, and teams must practice them frequently to 
be certain that they can be performed correctly and efficiently during an emergency. 


If a baby requires chest compressions, it is likely that epinephrine also will be required. 
Once compressions are started, a team member should begin preparing epinephrine and 
an umbilical venous catheter or an intraosseous needle so that intravascular epinephrine 
can be administered without delay. 





Know your environment. Your team needs to know where emergency type O-negative blood is stored, how it will 
be obtained when needed, and what additional equipment will be needed to prepare and 
infuse it without delay. 


Your team needs to know where the emergency vascular access equipment is stored. 





Call for help when needed. | If epinephrine or volume expansion is required, you will need additional help. It will likely 
take more than 4 team members to continue effective ventilation and compressions, 
quickly insert and secure emergency vascular access, prepare and administer epinephrine 
or fluid, monitor the passage of time, monitor the quality of compressions and 
ventilations, document events as they occur, and provide support for the baby’s family. 





Allocate attention wisely. If the team leader becomes involved in umbilical catheter placement, her attention is 
Clearly identify a team focused primarily on that task and she may not be able to pay full attention to the baby’s 
leader. condition, the passage of time, or the adequacy of ventilation and compressions. 


Any team member who has mastered the NRP Flow Diagram and has strong leadership 
skills can become the team leader. Clearly announce the change in leadership when it 








occurs. 

Use available resources. If you have difficulty placing an emergency umbilical venous catheter, use an 
intraosseous needle. 

Communicate effectively. Use efficient, directed, closed-loop communication when epinephrine or volume 

Maintain professional expanders are requested. 

behavior. 


When you give an instruction, direct the request to a specific individual, call the team 
member by name, make eye contact, and speak clearly. 


After giving an instruction, ask the receiver to report back as soon as the task is 
completed. 


After receiving an instruction, repeat the instruction back to the sender. 


During a complex resuscitation, it is easy for the quality of communication to deteriorate. 
It is critically important for the leader to establish and maintain calm and professional 
behavior. 
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Frequently asked questions 


The epinephrine box says “1:10,000", but the dose in the lesson is 
described as mL/kg. What does 1:10,000 mean? Can we use the 
1:1,000 preparation? 


The description “1:10,000” is an older method of describing a drug 
concentration that persists on the labeling for epinephrine. A 1:10,000 
concentration means that 1 g of epinephrine is dissolved in 10,000 mL 
of fluid. This is equivalent to 0.1 mg per mL. In the lesson, the dose is 
described as mL/kg so that health care providers do not have to 
convert milligrams to milliliters during an emergency and risk making 
a decimal point error. 


Do not use the 1:1,000 preparation. It is 10 times more concentrated 
and not appropriate for neonatal resuscitation. 


Why is the intravenous route for epinephrine administration 
preferred over the endotracheal route? Isn't the endotracheal route 
easier and faster? 


Epinephrine given into the endotracheal tube may be absorbed by the 
lungs and enter blood that drains directly into the heart. Although it 
may be faster to give epinephrine to an intubated baby through the 
endotracheal tube, the process of absorption by the lungs makes the 
response time slower and more unpredictable than if epinephrine is 
given directly into the blood. Data from both animal models and clinical 
studies suggest that the standard intravenous dose is ineffective if given 
via the endotracheal tube. There is some evidence in animal models that 
giving a higher dose can compensate for the delayed absorption from 
the lungs; however, no studies have confirmed the efficacy or safety of 
this practice in newborns. If the need for medications is anticipated, 
advance preparation of an umbilical venous catheter, before delivery, 
allows rapid administration of intravenous epinephrine without delay. 


After intraosseous needle insertion, is it necessary to aspirate the 
syringe before infusing fluid? 


No. In the newborn, aspiration of the intraosseous needle is not a 
reliable indicator of correct needle placement and is not necessary. If 
the needle is correctly placed, it should feel firmly secured in the bone 
and not “wiggle.” When fluid is infused, the soft tissue surrounding 
the bone should not swell. 


Ethical Considerations 


How do you tell parents that their baby is dying? 
How do you take care of a baby that is dying? 


These questions are explored in detail in Lesson 11. 
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Key Points 


@ Epinephrine is indicated if the baby’s heart rate remains below 
60 beats per minute (bpm) after 


At least 30 seconds of positive-pressure ventilation (PPV) that 
inflates the lungs as evidenced by chest movement and 
Another 60 seconds of chest compressions with PPV using 
100% oxygen. 

In most cases, ventilation should have been provided through a 
properly inserted endotracheal tube or laryngeal mask. 


@ Epinephrine is not indicated before you have established 
ventilation that effectively inflates the lungs, as evidenced by chest 
movement. 


© Epinephrine recommendations 


a. 


b. 


e. 


Concentration: 1:10,000 (0.1 mg/mL) 


Route: 
Intravenous (preferred) or Intraosseous 


The central venous circulation may be rapidly accessed using 
either an umbilical venous catheter or an intraosseous needle. 


One endotracheal dose may be considered while vascular access 
is being established. 

Preparation: 

Intravenous or Intraosseous: 1-mL syringe (labeled 
Epinephrine-IV) 

Endotracheal: 3- to 5-mL syringe (labeled Epinephrine-ET ONLY) 
Dose: Intravenous or Intraosseous = 0.1 to 0.3 mL/kg. May 
repeat every 3 to 5 minutes. 

Consider higher dose (0.5 to 1 mL/kg) ONLY for endotracheal 


route. 


Rate: Rapidly—as quickly as possible 


@ Administration of a volume expander is indicated if the baby is not 
responding to the steps of resuscitation AND there are signs of 
shock or a history of acute blood loss. 


© Volume expansion recommendations 


a. 


b. 


Solution: Normal saline (0.9% NaCl) or type-O Rh-negative 
blood 


Route: Intravenous or intraosseous 
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c. Preparation: Volume drawn into a 30- to 60-mL syringe 
(labeled) 


d. Dose: 10 mL/kg 
e. Administration: Over 5 to 10 minutes 


© The persistent absence of a detectable heart rate (Apgar 0) at 10 
minutes is a strong, but not absolute, predictor of mortality and 
serious morbidity in late preterm and term newborns. If there is a 
confirmed absence of heart rate after 10 minutes of resuscitation, it 
is reasonable to stop resuscitative efforts; however, the decision to 
continue or discontinue should be individualized. 


LESSON 7 REVIEW 


1. Epinephrine (increases)/(decreases) coronary artery blood flow 
and (increases)/(decreases) the strength and rate of cardiac 
contractions. 


2. Ventilation that moves the chest has been performed through 
an endotracheal tube for 30 seconds and continued with chest 
compressions and 100% oxygen for an additional 60 seconds. If 
the baby’s heart rate remains below (60 beats per minute)/(80 
beats per minute), you should give epinephrine while 
continuing chest compressions and ventilation. 


3. The preferred route for epinephrine is (intravenous)/ 
(endotracheal). 


4, In the absence of shock or a history of acute blood loss, routine 
administration of a volume expander (is)/(is not) 
recommended. 


5. Ifan emergency volume expander is indicated, the initial dose is 
(1 mL/kg)/(10 mL/kg). 


6. The recommended concentration of epinephrine for newborns 
is (1:1,000)/(1:10,000). 


7. Using the correct concentration of epinephrine, the recommended 
intravenous dose is (0.1 to 0.3 mL/kg)/(0.5 to 1 mL/kg). 


8. Epinephrine should be administered (slowly)/(as quickly as 
possible). 


9. Ifthe baby’s heart rate remains below 60 beats per minute, you 
can repeat the dose of epinephrine every (3 to 5 minutes)/(8 to 
10 minutes). 
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In a full-term baby, insert an emergency umbilical venous 
catheter (at least 8 to 10 cm or until it reaches the liver)/ 
(approximately 2 to 4 cm or until blood can be aspirated). 


Your team is resuscitating a baby born at term. His heart rate is 
40 beats per minute after ventilation through an endotracheal 
tube and coordinated chest compressions. You determine that 
epinephrine is indicated. Your team should (quickly attempt to 
place a peripheral intravenous catheter in his right hand)/(insert 
an umbilical venous catheter or an intraosseous needle). 


Answers 


1. 


10. 


11. 


Epinephrine increases coronary artery blood flow and increases 
the strength and rate of cardiac contractions. 


. If the baby’s heart rate remains below 60 beats per minute, you 


should give epinephrine while continuing chest compressions 
and ventilation. 


. The preferred route for epinephrine is intravenous. 


. In the absence of shock or a history of acute blood loss, routine 


administration of a volume expander is not recommended. 


. The initial dose is 10 mL/kg. 


. The recommended concentration of epinephrine for newborns 


is 1:10,000 (0.1 mg/mL). 


. Using the correct concentration of epinephrine, the 


recommended intravenous dose is 0.1 to 0.3 mL/kg. 


. Epinephrine should be administered as quickly as possible. 


. If the baby’s heart rate remains below 60 beats per minute, you 


can repeat the dose of epinephrine every 3 to 5 minutes. 


In a full-term baby, insert an emergency umbilical venous 
catheter approximately 2 to 4 cm or until blood can be 
aspirated. 


Your team should insert an umbilical venous catheter or an 
intraosseous needle. During cardiopulmonary collapse, a 
peripheral intravenous catheter is unlikely to be successful and 
attempts at insertion may delay appropriate therapy. 
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Lesson 7: Performance Checklist 


Emergency Medications 


The Performance Checklist Is a Learning Tool 


The learner uses the checklist as a reference during independent 
practice or as a guide for discussion and practice with a Neonatal 
Resuscitation Program (NRP) instructor. When the learner and 
instructor agree that the learner can perform the skills correctly and 
smoothly without coaching and within the context of a scenario, the 
learner may move on to the next lesson’s Performance Checklist. 


Knowledge Check 


Qe 


What are the indications for epinephrine during neonatal 
resuscitation? 


What epinephrine concentration is used during neonatal 
resuscitation? 


What is the preferred route of administration? What is the 
alternative route? 


What is the correct dose range for each route? Where is the drug 
dosage chart our hospital uses during a neonatal code? 


How quickly should you expect to see a rising heart rate after giving 
intravenous epinephrine? How often can you repeat epinephrine? 


If the heart rate does not respond to intravenous epinephrine, 
what clinical conditions might be considered? 


What are signs of shock in a newborn, indicating the need for 
volume expander? 


What volume expanders are used? What is the dose of the selected 
volume expander? 


What is the route of the volume expander and how fast is it 
administered? 
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Learning Objectives 


@ Identify when the newborn requires epinephrine and volume 
expander during resuscitation. 


@ Demonstrate preparation and administration of epinephrine and 
volume expander. 


© Demonstrate preparation and insertion of an emergency umbilical 
venous catheter. 


© Demonstrate how to secure an emergency umbilical venous 
catheter. 


© Practice NRP Key Behavioral Skills to ensure effective 
communication and teamwork during this critical component of 
neonatal resuscitation. 


Scenario 


“You are called to attend a birth due to umbilical cord prolapse with 
fetal bradycardia. How would you prepare for the resuscitation of the 
baby? As you work, say your thoughts and actions aloud so I will know 
what you are thinking and doing.” 


Y Critical Performance Steps 


Assesses perinatal risk (learner asks 4 basic questions) 

Gestation? “Term.” 

Fluid clear? “Fluid is clear.” 

How many babies? “One baby is expected.” 

Additional risk factors? “Cord prolapse and fetal bradycardia for the last 3 minutes.” 





Assembles team, identifies leader, delegates tasks 








Performs Equipment Check 





i 


"The baby has been born.” 





Rapid Evaluation 





Term? Tone? Breathing or crying? 
"Appears term, no tone, no breathing.” 





Initial Steps 





Positions, suctions, dries, removes linen, stimulates 





Vital Signs 
Checks breathing 
"Baby is apneic.” 
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Y Critical Performance Steps 


Positive-Pressure ventilation 





Begins PPV. Within 15 seconds of beginning PPV, requests heart rate check to assess if heart rate is rising 
Asks assistant to place ECG leads and connect to cardiac monitor (optional) 

“Heart rate is 30 bpm, not increasing.” 

Chest Movement 








e If chest movement observed, continues PPV x 15 seconds 


e If no chest movement observed, proceeds through corrective steps (MR. SOPA) until chest movement; then 
administers PPV X 30 seconds 


e If no chest movement with corrective steps, indicates need for alternative airway and proceeds directly to 
intubation or laryngeal mask placement 


Heart Rate 
Checks heart rate 








"Heart rate is 30 bpm, still not increasing.” 
Indicates need for alternative airway 








Alternative Airway (endotracheal tube or laryngeal mask) 





e Intubates (size-1 blade and 3.5-mm endotracheal tube) or insert laryngeal mask (size 1) 

e Checks carbon dioxide (CO) detector color change, bilateral breath sounds, chest movement, and rising heart rate 
e For endotracheal tube: checks tip-to-lip insertion depth using nasal-tragus length or insertion depth chart 

e Asks assistant to secure endotracheal tube or laryngeal mask 

e Asks assistant to place ECG leads and connect to cardiac monitor (optional) 

If device not successfully placed, 

"Color is not changing on the CO, detector, chest is not moving, and heart rate is not increasing.” 

e Removes device 

e Resumes PPV by face mask 

e Repeats insertion attempt 





If device successfully placed, 


“Color is faintly changing on the CO, detector, chest is moving, breath sounds are equal, pulse 
oximetry is not detecting a signal.” 


e Continues PPV x 30 seconds 


e Assistant checks tip-to-lip depth (endotracheal tube) and secures device 
Heart Rate 


Checks heart rate after 30 seconds of PPV 


“Heart rate is 30 bpm and not increasing, pulse oximetry is not detecting a signal.” 
Chest Compressions 











e Calls for additional help 
e Asks assistant to increase oxygen to 100% 
e Asks assistant to place ECG leads and attach to cardiac monitor (recommended) 


e Administers compressions from head of bed with coordinated ventilation (thumbs on lower one-third of 
sternum, compressions one-third of the AP diameter of the chest, 3 compressions: 1 ventilation every 2 seconds) 
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Y Critical Performance Steps 


Heart Rate 





Checks heart rate after 60 seconds of compressions and ventilations using ECG monitor 
“The heart rate is 30 bpm and not increasing. Pulse oximetry is not detecting a signal.” 
Indicates need for emergency vascular access 





Medication Administration via Endotracheal Tube (optional) 





Requests 1:10,000 epinephrine via endotracheal tube while umbilical venous catheter is prepared 
e Requests estimated weight “Estimated weight is 3.5 kg.” 


° Orders epinephrine (1:10,000) 1.7 mL to 3.5 mL (0.5-1 mL/kg) via the endotracheal tube using closed-loop 
communication with confirmation of medication, dose, and route 


e Assistant checks medication label, opens medication, attaches stopcock or Luer lock syringe connector and 5-mL 
syringe 

e Assistant prepares correct volume, labels syringe with medication name and intended route 

e Correct dose of epinephrine administered per endotracheal tube 

e Announces, “endotracheal epinephrine given” 





Requests heart rate check after 60 seconds using ECG monitor 
"Heart rate is 30 bpm and not increasing. Pulse oximetry is not detecting a signal.” 
Continues PPV and compressions 





Preparing Emergency Umbilical Venous Catheter (may be performed by assistant or operator) 





e Obtains syringe with normal saline flush 

e Attaches 3-way stopcock to umbilical venous catheter 

e Flushes umbilical venous catheter and stopcock with normal saline 
e Closes stopcock to catheter 





Inserting Emergency Umbilical Venous Catheter 





e Cleans lower segment of umbilical cord with antiseptic solution 
e Ties umbilical tape loosely at base of cord 
e Cuts cord approximately 1 to 2 cm above base (may request compressions pause) 


e Inserts catheter into vein, opens stopcock and gently aspirates syringe, advances catheter approximately 2 to 
4 cm until blood return is detected 


e Flushes catheter and closes stopcock to catheter 





Medication Administration via Umbilical Venous Catheter 





Requests 1:10,000 epinephrine via umbilical venous catheter 
e Requests estimated weight “Estimated weight is 3.5 kg.” 


e Orders epinephrine (1:10,000) 0.35 mL to 1 mL (0.1-0.3 mL/kg) via the umbilical venous catheter using 
closed-loop communication with confirmation of medication, dose, and route 


° Assistant checks medication label, opens medication, attaches stopcock or Luer lock syringe connector and 1-mL 
syringe 
e Assistant prepares correct volume, labels syringe with medication name and intended route 





Administers umbilical venous catheter epinephrine (can be performed by assistant or operator) 


e Ensures that catheter is being held in place; attaches syringe to stopcock, opens stopcock to catheter and 
syringe, administers epinephrine rapidly without air bubbles 


e Flushes umbilical venous catheter with .5 to 1 mL of normal saline 











e Announces, “Intravenous epinephrine given. ” 
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Heart Rate 





e Continues PPV and compressions 

e Checks heart rate 60 seconds after umbilical venous catheter epinephrine using ECG. 

“The heart rate is 50 bpm, pulse oximetry is not detecting a signal, he appears pale.” 
e Continues PPV and compressions 





Administration of Volume Expander 





Requests 35 mL (10 mL/kg) of normal saline per umbilical venous catheter over 5 to 10 minutes using closed-loop 
communication 


e Draws up correct volume or uses prefilled syringes. Numbers more than one syringe (#1, #2). 


e Ensures that catheter is being held in place; attaches syringe to stopcock, opens stopcock to catheter and 
syringe, administers volume in slow infusion over 5 to 10 minutes without air bubbles. 


e Announces “35 ml of normal saline given.“ 





Heart Rate 





e Continues PPV and compressions 
e Monitors heart rate while volume administered 
“Heart rate is 100 bpm and increasing. Spo, is 68%.” 





Discontinue Compressions — Continue PPV 





¢ Discontinues chest compressions. 
¢ Continues PPV with higher ventilation rate (40-60 breaths/min) 
“The heart rate is >100 bpm. Oxygen saturation is 80%. No spontaneous respirations.” 





Vital Signs 


Continues PPV and adjusts oxygen concentration per oximetry 


“Heart rate is >100 bpm. Oxygen saturation is 90%. He is beginning to have tone and some 
spontaneous respirations.” 








Continues PPV and adjusts oxygen concentration per oximetry 
Prepares for transport to nursery 








Updates parents 





Instructor asks the learner Debriefing Questions to enable 
self-assessment such as 


o 
© 


© © 


What went well during this resuscitation? 


What will you do differently when faced with this complex 
resuscitation in a future scenario? 


Do you have additional comments or suggestions for your team? 


Give me an example of how you used at least one of the NRP Key 
Behavioral Skills. 
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Neonatal Resuscitation Program Key Behavioral Skills 
e Know your environment. 

e Use available information. 

e Anticipate and plan. 

e Clearly identify a team leader. 

e Communicate effectively. 

e Delegate workload optimally. 

e Allocate attention wisely. 

e Use available resources. 

e Call for additional help when needed. 


e Maintain professional behavior. 
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What you will learn 






What to do after neonatal resuscitation 


Medical conditions that may occur following neonatal 
resuscitation 


Management considerations following neonatal resuscitation 


The role of therapeutic hypothermia in post-resuscitation care 


Post-resuscitation Care 





Case: An early term pregnancy with fetal distress 


A baby girl was born at 37 weeks’ gestation by emergency cesarean 
section because of maternal fever and fetal distress during labor. After 
birth, she was limp and apneic and did not respond to the initial steps 
of newborn care. She received positive-pressure ventilation (PPV) for 
3 minutes until effective spontaneous respiratory effort was established. 
During the next several minutes, she developed labored breathing and 
required supplemental oxygen to maintain her saturation within the 
target range. The team leader updated her parents, explained her 
condition, and described the post-resuscitation care plan. 


The newborn arrives in the nursery where vital signs, including 
temperature, oxygen saturation, and blood pressure, are recorded. 

She continues to require supplemental oxygen, and a chest x-ray is 
requested. A team member obtains a blood sample for glucose, culture, 
and blood gas testing. An intravenous catheter is inserted and the baby 
receives fluids and parenteral antibiotics. The health care providers 
discuss their plan for close monitoring and frequent assessment. Her 
father arrives at the bedside where he touches and comforts his baby. 
The medical provider gives the father an interval update and explains 
the treatment plan. Shortly afterward, the team members conduct a 
debriefing to review their preparation, teamwork, and communication. 


Postnatal Care 


The physiologic transition to extrauterine life continues for several 
hours after birth. Babies who required resuscitation may have 
problems making this transition even after their vital signs appear to 
return to normal. Medical complications after resuscitation may 
involve multiple organ systems. Many of these complications can be 
anticipated and promptly addressed by appropriate monitoring. 


This program refers to 2 broad categories of postnatal care. The 
intensity of monitoring and the interventions required for individual 
babies will vary within these categories. 


e Routine Care 


Nearly 90% of newborns are vigorous term babies with no risk factors 
and they should remain with their mothers to promote bonding, 
initiate breastfeeding, and receive routine newborn care (Figure 8.1). 
Similarly, a baby with certain prenatal or intrapartum risk factors, who 
responded well to the initial steps of newborn care, may only need 
close observation and does not need to be separated from the mother. 
Ongoing observation of breathing, thermoregulation, feeding, and 
activity are important to determine if additional interventions are 
required. The frequency of these evaluations will be determined by the 
specific perinatal risk factors and the baby’s condition. 
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Routine care. (Used with permission of Mayo Foundation for Medical 
Education and Research.) 


e Post-resuscitation Care 


Babies who required supplemental oxygen or PPV after delivery will 
need closer assessment. They may develop problems associated with 
abnormal transition and should be evaluated frequently during the 
immediate newborn period. They often require ongoing respiratory 
support, such as supplemental oxygen, nasal continuous positive airway 
pressure (CPAP), or mechanical ventilation. Many will require 
admission to a nursery environment where continuous cardiorespiratory 
monitoring is available and vital signs can be measured frequently 
(Figure 8.2). Some will require transfer to a neonatal intensive care unit. 
If a newborn requires post-resuscitation care in a location outside of 
the mother's room, the parents should be encouraged to see and touch 
their baby as soon as it is feasible. The period of time needed for post- 
resuscitation care is dependent on the newborn’s condition, progress 
toward normal transition, and the presence of identifiable risk factors. 





Post-resuscitation care in a setting where continuous cardiorespiratory 
monitoring is available and vital signs can be taken frequently 
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What medical conditions may occur in babies who 
required resuscitation? 


Abnormalities in multiple organ systems may occur following neonatal 
resuscitation. Anticipated clinical signs, laboratory findings, and 
management considerations are summarized in Table 8-1. Individual 
circumstances will determine which of these management 
considerations are appropriate. 


Table 8-1. Clinical signs, laboratory findings, and management 





Organ System Clinical Signs and Laboratory Findings Management Considerations 
Neurologic Apnea, seizures, irritability, poor tone, Monitor for apnea. 
altered neurologic examination, poor feeding | Support ventilation as needed. 
coordination Monitor glucose and electrolytes. 


Avoid hyperthermia. 

Consider anticonvulsant therapy. 

Consider therapeutic hypothermia. 

Consider delayed initiation of feedings and use of 
intravenous fluids. 





Respiratory Tachypnea, grunting, retractions, nasal flaring, | Maintain adequate oxygenation and ventilation. 
low oxygen saturation, pneumothorax Avoid unnecessary suctioning. 

Cluster care to allow periods of rest. 

Consider antibiotics. 

Consider x-ray and blood gas. 

Consider surfactant therapy. 

Consider delayed initiation of feedings and use of 
intravenous fluids. 





Cardiovascular Hypotension, tachycardia, metabolic acidosis | Monitor blood pressure and heart rate. 
Consider volume replacement or inotrope 
administration if baby is hypotensive. 





Renal Decreased urine output, edema, electrolyte Monitor urine output. 
abnormalities Monitor serum electrolytes as indicated. 
Monitor weight. 


Restrict fluids if baby has decreased urine output 
and vascular volume is adequate. 


























Gastrointestinal | Feeding intolerance, vomiting, abdominal Consider abdominal x-ray. 
distention, abnormal liver function tests, Consider delayed initiation of feedings and use of 
gastrointestinal bleeding intravenous fluids. 
Consider parenteral nutrition. 
Endocrine- Metabolic acidosis, hypoglycemia (low Monitor blood glucose. 
Metabolic glucose), hypocalcemia (low calcium), Monitor serum electrolytes as indicated. 
hyponatremia (low sodium), hyperkalemia Consider intravenous fluids. 
(high potassium) Replace electrolytes as indicated. 
Hematologic Anemia, thrombocytopenia, delayed clotting, | Monitor hematocrit, platelets and coagulation 
pallor, bruising, petechiae studies as indicated. 
Constitutional Hypothermia Delay bathing. 
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Pneumonia and other respiratory problems 


The need for resuscitation may be an early sign that a newborn has 
pneumonia, a perinatal infection, or an aspiration event. Neonatal 
pneumonia (Figure 8.3) may present with tachypnea and other signs of 
respiratory distress such as grunting, nasal flaring, and retracting. It 
can be difficult to differentiate between respiratory distress syndrome, 
retained fetal lung fluid, and neonatal pneumonia by chest x-ray. If a 
baby who required resuscitation continues to show signs of respiratory 
distress or requires supplemental oxygen, consider evaluating the baby 
for pneumonia and perinatal infection. Obtain appropriate laboratory 
tests and begin parenteral antibiotics. 





If acute respiratory deterioration occurs during or after resuscitation, 
consider the possibility that the baby has a pneumothorax (Figure 8.4). 
Lesson 10 includes details about managing a pneumothorax. If the 
baby is intubated, ensure that the endotracheal tube has not become 
dislodged or obstructed by secretions. 


Pulmonary hypertension 


As described previously, blood vessels in the fetal lungs are tightly 
constricted. After birth, the pulmonary vessels relax and blood flows 
into the lungs where hemoglobin can be saturated with oxygen for 
delivery to the tissues and organs. 





Figure 8.4. Right pneumothorax 


The pulmonary blood vessels may remain constricted after birth. This 
condition is called persistent pulmonary hypertension of the newborn 
(PPHN) and is most often seen in babies greater than or equal to 

34 weeks’ gestational age. PPHN usually is managed with supplemental 
oxygen and, in many cases, mechanical ventilation. Severe PPHN may 
require special therapies such as inhaled nitric oxide and 
extracorporeal membrane oxygenation (ECMO). 


After resuscitation, the baby’s pulmonary vascular tone can be labile 
and may increase in response to sudden decreases in oxygen saturation 
or unintentional hypothermia; therefore, avoid unnecessary suction, 
excessive stimulation, and immediate bathing. While avoiding sudden 
decreases in saturation may be beneficial, intentionally maintaining 
very high blood levels of oxygen is not likely to be helpful and may 
cause additional complications. A pulse oximeter should be used to 
guide oxygen therapy. In the setting of suspected PPHN, an arterial 
blood gas provides additional useful information that cannot be 
determined from pulse oximetry alone. 


Hypotension 


Hypotension during the post-resuscitation phase may occur for 
multiple reasons. Low oxygen levels around the time of birth can 
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decrease both cardiac function and blood vessel tone. If the baby had 
significant blood loss, the circulating blood volume may be low and 
contribute to hypotension. Babies with sepsis may have normal or high 
cardiac output, but they may become hypotensive because of dilation 
of peripheral blood vessels. 


Babies who require significant resuscitation should have their blood 
pressure monitored until it is stable within an acceptable range. If 
there is evidence of hypovolemia, volume expansion with a crystalloid 
solution, or blood transfusion, may be indicated. Routine volume 
expansion without evidence of hypovolemia is not recommended. Some 
babies may require a medication, such as dopamine or dobutamine, to 
improve cardiac output and increase systemic blood flow. 


Hypoglycemia 


Glucose consumption is increased when metabolism occurs without 
adequate oxygen (anaerobic metabolism). Hypoglycemia may occur 
because glucose stores are depleted rapidly during perinatal stress. A 
transiently high glucose level may occur in some stressed newborns 
before the blood glucose level begins to fall. Glucose is an essential fuel 
for brain function in newborns and prolonged hypoglycemia may 
contribute to brain injury after resuscitation. 


Babies who require resuscitation need to have their blood glucose level 
checked soon after resuscitation and then at regular intervals until it 
remains stable and within normal limits. Intravenous dextrose is often 
necessary to maintain normal blood glucose levels until oral feedings 
are established. 


Feeding problems 


The newborn’s gastrointestinal tract is very sensitive to decreased 
oxygen and blood flow. Feeding intolerance, poor motility, 
inflammation, bleeding, and perforation of the intestinal wall can 
occur after resuscitation. In addition, sucking patterns and oral feeding 
coordination may be affected for several days because of neurologic 
dysfunction. Alternative methods for providing nutrition may be 
required during this interval. 


Ideally, feedings should be initiated with breast milk. If the baby is 
born very preterm or is unable to start breastfeeding, work with the 
mother’s health care provider to develop a plan that supports 
expressing, pumping, and storing breast milk shortly after birth. 


Renal failure 


Hypotension, hypoxia, and acidosis can decrease blood flow to the 
kidneys and cause either temporary or permanent renal failure. Acute 
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tubular necrosis (ATN) is usually a temporary form of renal failure 
that may occur after resuscitation. It can cause fluid retention and 
significant electrolyte abnormalities. Babies initially may have low 
urine output and require fluid restriction for several days. During the 
recovery phase, they may develop very high urine output and require 
additional fluid. 


Babies who require significant resuscitation should have their urine 
output, body weight, and serum electrolyte levels checked frequently. 
Adjust fluid and electrolyte intake based on the baby’s urine output, 
body weight changes, and laboratory results. 


Metabolic acidosis 


Metabolic acidosis is a common finding after resuscitation because 
acids are produced when tissues receive insufficient oxygen and blood 
flow. Severe acidosis may interfere with heart function and worsen 
pulmonary hypertension. In most cases, the acidosis will gradually 
resolve as the baby’s respiratory and circulatory systems recover. The 
most important intervention is to identify and correct the underlying 
cause of the metabolic acidosis. 


Seizures or apnea 


Newborns with hypotension, hypoxemia, and acidosis may develop 
signs of brain injury. This injury is called hypoxic-ischemic 
encephalopathy (HIE). Initially, the baby may have depressed muscle 
tone, lethargy, poor respiratory effort, or apnea. Seizures may appear 
after several hours. Babies who have required extensive resuscitation 
should be carefully examined for signs of HIE. A standardized 
neurologic assessment is a useful tool. Consultation with a specialist 
should be considered. 


Lethargy, apnea, and seizures may be signs of other conditions such as 
exposure to a maternal narcotic or anesthetics, an infection, electrolyte 
disturbances, or a metabolic abnormality. 


Hypothermia and hyperthermia 


After resuscitation, babies may become too cold (hypothermic) or too 
warm (hyperthermic). Premature newborns are at high risk of 
hypothermia and this has been associated with increased mortality. 
Special techniques for maintaining body temperature in preterm 
newborns are addressed in Lesson 9. Babies may become hyperthermic 
if their mother has a fever or chorioamnionitis, if the baby has an 
infection, or if the radiant warmer is not adjusted properly. Among 
babies with HIE, hyperthermia has been associated with worsened 
outcomes and should be avoided. 
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When should therapeutic hypothermia (cooling) be 
considered? 


Recent studies have demonstrated that therapeutic hypothermia after 
resuscitation reduces the risk of death and improves neurologic 
outcomes in some late preterm and term babies with moderate to 
severe HIE. 


If your hospital does not have a neonatal hypothermia program, you 
should contact the closest referral center that provides this therapy as 
soon as you suspect that a baby may be a candidate. Work with your 
referral center to develop an organized plan to identify candidates for 
therapy and quickly arrange for transport. Delay in the recognition or 
referral of a baby that qualifies for cooling could mean that treatment 
cannot be initiated because the baby is outside of the therapeutic 
window. If the decision is made to transport the baby to another center, 
take steps to avoid unintentional hyperthermia while awaiting transport. 


Focus on Teamwork 


Post-resuscitation care highlights several opportunities for effective 
teams to use the Neonatal Resuscitation Program’ (NRP*) Key 
Behavioral skills. 


Behavior Example 


Anticipate and plan. | Plan where post-resuscitation care will take place at your institution. 


Discuss what type of post-resuscitation care will be provided in the mother’s room and when 
care should be transferred to a transitional area or intensive care nursery. 


Plan who will be responsible for ongoing monitoring and who to contact if the baby’s condition 
changes. 


Develop a plan to rapidly recognize babies who may qualify for therapeutic hypothermia and 
who to contact if you believe that this therapy is indicated. 


Practice how to initiate therapeutic hypothermia or the process for promptly transferring the 
baby to a tertiary center with the required expertise. 





Know your Know what equipment is available in your institution to obtain a blood gas, electrolytes, and 
environment. serum glucose. 


Know how to use the temperature sensor on your radiant warmer. 





Delegate workload | Many procedures need to be performed during the first hour after a successful resuscitation. Plan 





optimally. who will perform each task to avoid unnecessary delays. 
Communicate Bring the care team together for a post-resuscitation debriefing to reinforce good teamwork 
effectively. habits and identify areas for improvement. 


Identifying a series of small changes may result in significant improvements in your team’s 
performance and patient safety. 
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Frequently asked questions 


Can post-resuscitation care and monitoring be performed in the 
mother's room? 


The location of post-resuscitation care is less important than ensuring 
that appropriate monitoring occurs, medical conditions that require 
intervention are promptly recognized, and the necessary treatment is 
initiated. In many institutions, this will require transfer to a 
transitional nursery or intensive care setting. 


Should sodium bicarbonate routinely be given to babies with 
metabolic acidosis? 


No. Infusing a chemical buffer, like sodium bicarbonate, initially may 
appear to be a helpful intervention; however, there is currently no 
evidence to support this routine practice. Sodium bicarbonate infusion 
has several potential side effects. When sodium bicarbonate mixes with 
acid, carbon dioxide (CO,) is formed. If the baby’s lungs cannot 
rapidly exhale the additional CO, the acidosis will worsen. Although 
the blood measurement of acid (pH) may appear to improve, sodium 
bicarbonate may interfere with other acid-buffering systems and 
actually worsen the acidosis inside of cells. In addition, rapid 
administration of sodium bicarbonate may increase the risk of 
intraventricular hemorrhage in preterm newborns. 


Ethical Considerations 


Once you have resuscitated a baby, are you obligated to continue critical care 
interventions? 


This question will be explored in detail in Lesson 11. 


Key Points 


@ A baby who required resuscitation must have close monitoring 
and frequent assessment of respiratory effort, oxygenation, 
blood pressure, blood glucose, electrolytes, urine output, 
neurologic status, and temperature during the immediate 
neonatal period. 


© Be careful to avoid overheating the baby during or after 
resuscitation. 


© If indicated, therapeutic hypothermia must be initiated promptly; 
p yp promptly. 
therefore, every birth unit should have a system for identifying 
potential candidates and contacting appropriate resources. 
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LESSON 8 REVIEW 


1. 


A baby born at 36 weeks’ gestation received positive-pressure 
ventilation and oxygen supplementation in the delivery room. 
This baby (does)/(does not) need frequent evaluation of her 
respiratory effort and oxygenation during the immediate 
neonatal period. 


If a newborn requires admission to a neonatal intensive care 
unit, the parent(s) (should)/(should not) be encouraged to see 
and touch the baby. 


A full-term newborn had significant birth depression and 
required a complex resuscitation. He has continued respiratory 
failure with CO, retention and a metabolic acidosis. Sodium 
bicarbonate (should)/(should not) be infused immediately after 
resuscitation. 


Among babies with moderate to severe hypoxic-ischemic 
encephalopathy, aggressive warming and hyperthermia 
(improves)/(worsens) the baby’s outcome and should be 
(encouraged)/(avoided). 


Babies at risk of pulmonary hypertension should routinely 
receive sufficient supplemental oxygen to achieve a target 
oxygen saturation of 100%. (True/False) 


Answers 


1. 


This baby does need frequent evaluation of her respiratory 
effort and oxygenation during the immediate neonatal period. 


The parent(s) should be encouraged to see and touch the baby. 


Sodium bicarbonate should not be infused immediately after 
resuscitation. 


Aggressive warming and hyperthermia worsens the baby’s 
outcome and should be avoided. 


False. Babies at risk of pulmonary hypertension should NOT 
routinely receive sufficient supplemental oxygen to achieve a 
target oxygen saturation of 100%. 





Additional Reading 


Akinloye O, O’Connell C, Allen AC, El-Naggar W. Post-resuscitation 
care for neonates receiving positive pressure ventilation at birth. 
Pediatrics. 2014;134(4):e1057-e1062 


Aschner JL, Poland RL. Sodium bicarbonate: basically useless therapy. 
Pediatrics. 2008;122(4):831-835 


Committee on Fetus and Newborn, Papile LA, Baley JE, et al. Clinical 
Report: Hypothermia and neonatal encephalopathy. Pediatrics. 
2014;133(6):1146-1150 


Committee on Fetus and Newborn. Postnatal glucose homeostasis in 
late-preterm and term infants. Pediatrics. 2011;127(3):575-579 


Attn et i ala pA al ane FAN 
nttp://oobgynedooks.com 
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What you will learn 


m= Why babies born preterm are at higher risk of medical 
complications 


= The additional resources needed to prepare for a preterm birth 


= Additional strategies to maintain the preterm baby's body 
temperature 


= How to assist ventilation when a preterm baby has difficulty 
breathing 


= Additional considerations for oxygen management in a preterm 
baby 


m Ways to decrease the chances of lung and brain injury in preterm 
babies 


= Special precautions to take after the initial stabilization period 


= How to present information to parents before the birth of an 
extremely premature baby 


$ Í ~ 7 
(Used with permission of Mayo Foundation for Medical Education and Research.) 


Resuscitation and Stabilization of Babies Born Preterm 





The following 2 cases describe the birth and resuscitation of preterm 
babies. As you read the cases, imagine yourself as part of the team 
from the anticipation of the delivery through the resuscitation, 
stabilization, and transfer to an intensive care nursery. 


Case 1: Stabilization of a baby born preterm 


A woman is admitted to the hospital at 29 weeks’ gestation with 
ruptured membranes and premature labor. Despite tocolysis, she has 
progressive cervical dilation and a vaginal birth is anticipated. The 
resuscitation team leader meets with the obstetrician and parents to 
discuss the care plan. Anticipating the possibility of a complex 
resuscitation, your resuscitation team is assembled and reviews each 
team member’s role. You identify who will be responsible for leading 
the team, managing the airway, starting positive-pressure ventilation 
(PPV) if needed, monitoring the baby’s heart rate and oxygen 
saturation, performing endotracheal intubation and umbilical 
catheterization if necessary, and documenting the events as they occur. 
Using a written checklist, your team ensures that all equipment and 
supplies needed to resuscitate and stabilize a preterm baby are ready 
for use. One team member attaches a preterm-sized mask to the 
T-piece resuscitator. The peak inspiratory pressure (PIP) is adjusted to 
20 cm H,0 and positive end-expiratory pressure (PEEP) is set at 5 cm 
H,O. Next, he prepares a laryngoscope with a size-0 blade, and a 
3.0-mm endotracheal tube. The oxygen blender is adjusted to deliver 
30% oxygen. Additional team members increase the delivery room 
temperature, turn on the radiant warmer, obtain polyethylene plastic 
wrap, activate a thermal mattress, and cover the mattress with a cotton 
blanket. The obstetrician prepares a warm blanket. 


At the time of birth, the baby girl has flexed extremities, but does not 
cry. The obstetrician holds her on the warm blanket and provides 
gentle tactile stimulation. Secretions are carefully suctioned from her 
mouth and nose. After 15 seconds, she begins to take spontaneous 
breaths. By 30 seconds, she has sustained respirations and is actively 
moving. An assistant clamps and cuts the umbilical cord 60 seconds 
after birth and the baby is handed to your resuscitation team. She is 
carried to the radiant warmer where she is placed on the 
blanket-covered thermal mattress and covered with plastic wrap. A hat 
is placed on her head. She is breathing regularly and her heart rate is 
greater than 100 beats per minute (bpm), but she has labored 
breathing and decreased breath sounds. A team member attaches a 
pulse oximeter sensor to her right hand and electronic cardiac (ECG) 
monitor leads to her chest. Continuous positive airway pressure 
(CPAP) with 30% oxygen is administered using the face mask and 
T-piece resuscitator. Her breath sounds and work of breathing 
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improve, but her oxygen saturation is below the minute-specific target 
range. The oxygen concentration is gradually increased and her Spo, 
begins to rise. Nasal CPAP prongs are placed. Your team continues to 
adjust the oxygen blender based on pulse oximetry and, by 10 minutes 
of age, the oxygen concentration has been decreased to 21%. 


The parents are updated on her progress, they have an opportunity to 
see and touch her, and she is moved to the intensive care nursery in a 
pre-warmed transport incubator for additional care. Shortly afterward, 
your team members conduct a debriefing to review their preparation, 
teamwork, and communication. 


Case 2: Resuscitation and stabilization of a baby 
born extremely preterm 


A woman is admitted to the hospital at 24 weeks’ gestation with 
ruptured membranes and premature labor. Your resuscitation team 
leader meets with the obstetrician, the mother, and her partner. They 
discuss the procedures that may be required to resuscitate and stabilize 
an extremely premature newborn and current outcome data. After the 
discussion, they develop a care plan based on the parents’ assessment of 
their baby’s best interest. The parents and health care providers agree 
to provide intensive medical care, including endotracheal intubation, 
chest compressions, and emergency medication if necessary. Despite 
tocolysis, labor progresses and a vaginal birth is anticipated. Your 
resuscitation team is assembled for a pre-resuscitation team briefing to 
review each member’s roles and responsibilities. Using a written 
checklist, they prepare the necessary equipment and supplies. 


At the time of birth, the baby girl is flaccid and does not cry. The 
obstetrician holds her on a warm towel and provides gentle tactile 
stimulation. Clear secretions are carefully suctioned from her mouth 
and nose, but her tone remains poor and she is not breathing. The 
umbilical cord is clamped and cut and the baby is handed to a member 
of your resuscitation team. She is carried to the radiant warmer where 
she is placed on the blanket-covered thermal mattress and covered 
with plastic wrap, and a hat is placed on her head. The baby remains 
limp without respiratory effort. You administer PPV using the T-piece 
resuscitator and 30% oxygen. A team member attaches a pulse 
oximeter sensor to her right wrist and ECG monitor leads to her chest. 
Her heart rate is 60 bpm and her chest is not moving with PPV. Each 
of the ventilation corrective steps are performed, including carefully 
increasing the pressure to 30 cm H,0, but her heart rate still does not 
improve. A 2.5-mm endotracheal tube is inserted and placement is 
confirmed with a carbon dioxide (CO,) detector. Positive-pressure 
ventilation is continued with the T-piece resuscitator, breath sounds 
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are equal bilaterally, and her heart rate promptly increases. The 
nasal-tragus length (NTL) is 4.5 cm and the endotracheal tube is 
secured with the 5.5-cm mark adjacent to the baby’s lip. The oxygen 
concentration is gradually adjusted to meet the minute-specific 
saturation target. A short time later, surfactant is administered 
through the endotracheal tube and the T-piece PIP is adjusted to 
maintain gentle chest rise with each breath. By 30 minutes, the oxygen 
concentration has been decreased to 25%. 


The parents are updated on her progress, they have an opportunity to 
see and touch her, and she is moved to the intensive care nursery in a 
pre-warmed transport incubator with blended oxygen and continuous 
monitoring. Shortly afterward, your team members conduct a 
debriefing to discuss their preparation, teamwork, and communication. 


Preterm birth 


In the previous lessons, you learned a systematic approach to neonatal 
resuscitation. When birth occurs before term, additional challenges 
make the transition to extrauterine life more difficult. The likelihood 
that a preterm newborn will need help making this transition is related 
to gestational age. Babies born at lower gestational ages are more 
likely to require additional interventions. Because preterm newborns 
are also more vulnerable to injury from resuscitation procedures, it is 
important to find the correct balance between initiating resuscitation 
without delay and avoiding unnecessarily invasive procedures. Your 
management during these first minutes may decrease the risk of 

both short- and long-term complications. This lesson focuses on the 
additional problems associated with preterm birth and the actions you 
can take to prevent or manage them. 


Why do babies born preterm have a higher risk of 
complications? 
Some complications result from the underlying problem that caused 


the preterm birth while others reflect the baby’s anatomic and 
physiologic immaturity. 


e Thin skin, decreased subcutaneous fat, large surface area relative to 
body mass, and a limited metabolic response to cold lead to rapid 
heat loss. 


e Weak chest muscles and flexible ribs decrease the efficiency of 
spontaneous breathing efforts. 


¢ Immature lungs that lack surfactant are more difficult to ventilate 
and are at greater risk of injury from PPV. 


228 


e Immature tissues are more easily damaged by oxygen. 


¢ Infection of the amniotic fluid and placenta (chorioamnionitis) may 


initiate preterm labor, and the baby’s immature immune system 
increases the risk of developing severe infections such as 
pneumonia, sepsis, and meningitis. 


e A smaller blood volume increases the risk of hypovolemia from 
blood loss. 


e Immature blood vessels in the brain cannot adjust to rapid changes 
in blood flow, which may cause bleeding or damage from 
insufficient blood supply. 


e Limited metabolic reserves and immature compensatory 
mechanisms increase the risk of hypoglycemia after birth. 


What additional resources do you need for 
resuscitating a preterm newborn? 


The chance that a preterm baby will require resuscitation is 
significantly higher than for a baby born at full term. This is true even 
for late preterm babies born at 34 through 36 weeks’ gestation. If the 
baby is anticipated to be less than 32 weeks’ gestation, prepare a 
polyethylene bag/wrap and a thermal mattress as described in the next 
section. A servo-controlled radiant warmer with a temperature sensor 
helps to maintain the baby’s temperature within the normal range. An 
oxygen blender and oximeter with an appropriate-sized sensor should 
be available for all preterm births. An ECG monitor with 3 chest leads 
or limb leads provides a rapid and reliable method of continuously 
displaying the baby’s heart rate if the pulse oximeter has difficulty 
acquiring a stable signal. A resuscitation device capable of providing 
PEEP and CPAP, such as a T-piece resuscitator or flow-inflating bag, 
is preferred. A preterm-sized resuscitation mask, size-0 laryngoscope 
blade (size 00 optional), and appropriate-sized endotracheal tubes 
(3.0 mm and 2.5 mm) should be prepared. Consider having surfactant 
available if the baby is expected to be less than 30 weeks’ gestation. 

A pre-warmed transport incubator with blended oxygen and a pulse 
oximeter is important for maintaining the baby’s temperature and 
oxygenation within the target range if the baby will be moved after the 
initial stabilization. 


How do you keep the preterm newborn warm? 


Preterm newborns have a high risk of developing hypothermia (body 
temperature below 36.5°C) and complications from cold stress. While 
drying with warm towels, skin-to-skin contact, and early breastfeeding 
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may be sufficient to maintain normal temperature for term newborns 
and some vigorous late preterm newborns, additional measures are 
required for more premature newborns and those requiring assistance 
after birth. When a preterm birth is expected, anticipate that 
temperature regulation will be challenging and prepare for it. 


e Increase the temperature in the room where the baby will receive 
initial care. Set the room temperature to approximately 23°C to 
25°C (74°F to 77°F). 


e Preheat the radiant warmer well before the time of birth. 
e Place a hat on the baby’s head. 
e For babies born at less than 32 weeks’ gestation,* 


- Place a thermal mattress under the blanket on the radiant 
warmer (Figure 9.1). 
Portable thermal mattresses release heat when a chemical gel 
inside the mattress is activated to form crystals. Following the 
manufacturer’s recommendations, squeeze the pad to activate 
the gel at least 5 minutes before the baby is born. Cover the 
thermal mattress with a blanket so the heated surface is not in 
direct contact with the baby’s skin. The mattress should be 
stored and activated at room temperature (19°C to 28°C or 
66°F to 82°F) to reach the target surface temperature within 
5 minutes and maintain that temperature for 1 hour after 
activation. 





Figure 9.1. Thermal mattress placed - Wrap the baby in a polyethylene plastic bag or wrap. 

J a te lave avartnch Drying and placing the baby under a radiant warmer are not 
sufficient measures to prevent heat loss in very premature 
newborns. Instead of drying the body with towels, very 
premature newborns should be covered or wrapped up to their 
neck in polyethylene plastic immediately after birth. Drying the 
body is not necessary. 


° You may use a food-grade reclosable 1-gallon plastic bag, 
a large plastic surgical bag, food wrap, or sheets of 
commercially available polyethylene plastic (Figure 9.2). 
If using a reclosable bag, you may cut the bottom open, 
slide the baby into the bag through the cut side, and close 
the bag below the baby’s feet. If using a plastic sheet or 
food wrap, you may either wrap the baby in a single sheet 
or use 2 sheets and place the baby between the sheets. 


*Note: Depending on the baby’s birth weight and environmental conditions, 
some babies up to 35 weeks’ gestation may benefit from the use of a thermal 
mattress and occlusive wrap. 
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A 
Figure 9.2. Polyethylene plastic bag (A) and wrap (B) for reducing heat loss. (Figure 9.2B used with permission of Mayo Foundation 
for Medical Education and Research.) 


o 





It is important to keep the newborn fully covered during 
resuscitation and stabilization. If the newborn requires 
insertion of an umbilical catheter, cut a small hole in the 
plastic and pull the umbilical cord through the hole 
rather than uncovering the newborn. 


Monitor the baby’s temperature frequently because 
overheating has been described while using a 
combination of warming methods. Consider placing a 
temperature sensor and sensor cover on the newborn and 
using the warmer’s servo-control mode to adjust the 
radiant heat. 


Use a pre-warmed transport incubator if the baby will be 
moved after initial care is completed. 


Maintain the baby’s axillary temperature between 36.5°C 
and 37.5°C. 


How do you assist ventilation? 


Preterm babies have immature lungs that may be difficult to ventilate 
and are more susceptible to injury from PPV. Use the same criteria for 
initiating PPV with a preterm baby that you have learned for a term 
baby (apnea, gasping, or heart rate <100 bpm within 60 seconds of 
birth despite the initial steps). If the baby is breathing spontaneously 
and the heart rate is at least 100 bpm, PPV is not required. If the baby 
has labored respirations or oxygen saturation remains below the target 
range, CPAP may be helpful. 


btn f JAl nahnonke enm 
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The following are special considerations for assisting ventilation of 
preterm babies: 


¢ Ifthe baby is breathing spontaneously, consider using CPAP rather 


than intubating. 


If the baby is breathing spontaneously and has a heart rate at least 
100 bpm, but has labored respirations or oxygen saturation below 
the target range, administration of CPAP may be helpful. Using 
early CPAP, you may be able to avoid the need for intubation and 
mechanical ventilation. CPAP alone is NOT appropriate therapy 
for a baby who is not breathing or whose heart rate is less than 
100 bpm. 


If PPV is required, use the lowest inflation pressure necessary to 
achieve and maintain a heart rate greater than 100 bpm. 


The baby’s heart rate response is the best indicator of effective 
ventilation. An initial inflation pressure of 20 to 25 cm H,O is 
adequate for most preterm newborns. The volume of air required to 
ventilate a preterm baby’s lungs is very small and may not result in 
perceptible chest rise. 


Use the lowest inflation pressure necessary to maintain a heart 
rate of at least 100 bpm and gradually improve oxygen saturation. 
During face-mask ventilation for a baby born at term, the maximum 
recommended inspiratory pressure is 40 cm H,O (Lesson 4). This 
may be too high for a preterm baby. Use your judgment when 
increasing ventilation pressure; however, it is reasonable to limit 
face-mask ventilation to an inspiratory pressure of 30 cm H,O. If 
face-mask ventilation at this pressure does not result in clinical 
improvement, providing ventilation through an endotracheal tube 
may improve the efficacy of PPV and allow you to decrease the 
ventilating pressure. 


Airway obstruction and face-mask leak are common problems 
during face-mask ventilation with preterm newborns, and very 

small changes in the head and neck position may lead to significant 
improvements in ventilation. A CO, detector placed between the 
mask and PPV device may provide a visual cue to help identify when 
you have achieved the correct mask and neck position. The CO, 
detector will change color when ventilation successfully exchanges 
gas within the baby’s lungs and CO, is exhaled through the mask. 


If PPV is required, it is preferable to use a device that can provide 
PEEP. 

Using PEEP (5 cm H,0) helps the baby’s lungs to remain inflated 
between positive-pressure breaths. This is particularly important 
if you are using an endotracheal tube for ventilation. Both the 





T-piece resuscitator and flow-inflating bag can provide PEEP during 
ventilation through either a face mask or an endotracheal tube. If 

a PEEP valve is attached, a self-inflating bag may provide PEEP 
during endotracheal tube ventilation. It is difficult to maintain 
PEEP during face-mask ventilation with a self-inflating bag. 


Consider administering surfactant if the baby requires intubation 
for respiratory distress or is extremely preterm. 


Preterm babies who need intubation and mechanical ventilation 
because of severe respiratory distress syndrome should be given 
surfactant after initial stabilization. 


Studies completed prior to the common use of antenatal 

steroids and early CPAP concluded that babies born at less than 
approximately 30 weeks’ gestation would benefit from intubation 
and prophylactic surfactant treatment before they developed 
respiratory distress. Recent studies indicate that CPAP used 
immediately after birth should be considered as an alternative to Figure 9.3. Intubation for surfactant 
routine intubation and prophylactic surfactant administration. administration. (Used with permission of 
Many preterm babies can be treated with early CPAP and avoid the i aay een 
risks of intubation and mechanical ventilation. Surfactant can be 

selectively administered to babies who fail a trial of CPAP (Figure 

9.3). In some cases, you may be able to remove the endotracheal 

tube immediately after surfactant administration and return to 

CPAP for ongoing respiratory support (“INtubate-SURfactant- 

Extubate” or “INSURE”). Some experts, however, still recommend 

prophylactic surfactant for extremely premature newborns (less 

than 26 weeks’ gestation) because the likelihood of CPAP failure in 

this subgroup is relatively high. Criteria for CPAP failure and the 

administration of prophylactic surfactant should be developed in 

coordination with local experts. 





Surfactant administration is not a component of the initial 
resuscitation and it should be delayed until the baby has a stable 
heart rate. Appropriate endotracheal tube placement should be 
confirmed by auscultation of bilateral breath sounds or a chest 
radiograph prior to surfactant administration. If the resuscitation 
team has not had expertise in surfactant administration, it may be 
preferable to wait for the arrival of more experienced providers. 


How much oxygen should you use? 


You have learned in previous lessons that injury during transition may 
result from inadequate blood flow and oxygen delivery and that 
restoring these factors are important goals during resuscitation. 
However, research indicates that administering excessive oxygen after 
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Table 9-1. Oxygen saturation target perfusion has been restored can result in additional injury. Preterm 
range babies may be at higher risk for this reperfusion injury because fetal 
tissues normally develop in a low oxygen environment and the 


Targeted Pre-ductal Spo, 
After Birth mechanisms that protect the body from oxygen-associated injury have 


























1 min 60%-65% not yet fully developed. Nevertheless, many preterm newborns will 

2 min 65%-70% require supplemental oxygen to achieve the gradual increase in oxygen 
3 min 70%-75% saturation that occurs after a healthy term birth. 

4 min 75%-80% When resuscitating a preterm baby, it is important to balance the 

5 min 80%-85% desire to rapidly correct low oxygen saturation against avoiding 

10 min 85%-95% exposure to excessive levels of oxygen. The current recommendation is 








to initiate resuscitation of preterm newborns (less than 35 weeks’ 
gestational age) with 21% to 30% oxygen and use a pulse oximeter and 
oxygen blender to maintain oxygen saturation within the same target 
range described for full-term newborns (Table 9-1). 


What can you do to decrease the chances of 
neurologic injury in preterm newborns? 


Before approximately 32 weeks’ gestation, preterm newborns have a 
fragile network of capillaries in their brain that are prone to rupture 
and bleeding. Obstruction of venous drainage from the head or rapid 
changes in blood CO, levels, blood pressure, or blood volume may 
increase the risk of rupturing these capillaries. Bleeding in the brain 
may cause tissue damage and lead to lifelong disability. Inadequate 
blood flow and oxygen delivery may cause damage to other areas of the 
brain even in the absence of hemorrhage, while excessive oxygen 
administration may cause damage to the developing retina, leading to 
visual loss. 


Consider the following precautions when resuscitating a preterm 
newborn: 


e Handle the baby gently. 


While this may seem obvious, this aspect of care may be forgotten 
when members of the resuscitation team are trying to perform many 
steps quickly. 

¢ Do not position the baby’s legs higher than the head 
(Trendelenburg position). 

e Avoid delivering excessive pressure during PPV or CPAP. 


Excessive inflation pressure or too much CPAP can create a 
pneumothorax or interfere with venous return from the head. Both 
of these complications have been associated with an increased risk of 
brain hemorrhage. 


234 


e Usea pulse oximeter and blood gases to monitor and adjust 
ventilation and oxygen concentration. 


Continuously monitor Spo, until you are confident that the baby can 
maintain normal oxygenation while breathing room air. If the baby 
requires continued assistance with ventilation, a blood gas should be 
obtained to guide therapy. Rapid changes in CO, levels can increase 
the risk of bleeding. If your hospital does not have the resources to 
manage preterm babies who require ongoing assisted ventilation, 
arrange transfer to an appropriate facility. 


¢ Do not rapidly infuse intravenous fluids. 


If volume expansion is needed, infuse the fluid slowly over at least 5 
to 10 minutes. Hypertonic intravenous solutions should be avoided 
or given very slowly. 


What special precautions should be taken after the 
initial stabilization period? 


During the last trimester of pregnancy, the fetus undergoes physiologic 
changes in preparation for extrauterine survival. If a baby is born 
prematurely, many of these adaptations have not occurred. In addition 
to the steps described in Lesson 8, consider the following: 


e Monitor the baby’s temperature. 


Continue to carefully monitor the baby’s temperature after the initial 
resuscitation and stabilization period. A servo-controlled warmer or 
incubator that uses a skin sensor to adjust the heat output based on 
the baby’s skin temperature may be helpful. Very premature babies 
should remain wrapped in polyethylene plastic until they have been 
moved to a warmed and humidified incubator. Even moderate and 
late preterm newborns remain at risk for hypothermia and should be 
carefully monitored. 


e Monitor blood glucose. 


Babies born very prematurely have lower amounts of stored glucose 
than babies born at term. If resuscitation is required, it is more 
likely that these stores will be depleted quickly and the baby may 
become hypoglycemic. Promptly secure intravenous access, initiate a 
dextrose infusion, and monitor the baby’s blood glucose. 


e Monitor the baby for apnea and bradycardia. 


Respiratory control is often unstable in preterm babies. Significant 
apnea and bradycardia during the stabilization period may be the 
first clinical sign of an abnormality in body temperature, oxygen, 
CO,, electrolytes, blood glucose, or blood acid levels. 
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Focus on Teamwork 


The resuscitation and stabilization of babies born preterm highlights 
several opportunities for effective teams to use the Neonatal 
Resuscitation Program’ (NRP’) Key Behavioral skills. 


Behavior Example 


Anticipate and plan. Multiple procedures may need to be performed in a brief period of time. Work with a 
Delegate workload optimally. | multidisciplinary team to develop and practice a systematic approach to the first hours 
of care by predefining roles and responsibilities. 





Use available information. Complete a pre-resuscitation team briefing to review the prenatal and intrapartum 
Clearly identify a team leader. | history, identify a team leader, and review roles and responsibilities of each team 
member and the planned approach to respiratory support. 





Know your environment. Know where polyethylene plastic bags/wrap and thermal mattresses are stored. Know 
how to use the temperature sensor on your radiant warmer. Know how to set up a 
device to administer CPAP. 





Allocate attention wisely. If the team leader becomes involved in endotracheal intubation, her attention is 
focused primarily on that task and she may not be able to pay full attention to the 
baby's condition or the passage of time. 





Communicate effectively. Share your assessments aloud so that all members of the team are aware of the baby’s 
Maintain professional condition and response to treatment. 
behavior. 


The importance of effective communication continues after the resuscitation is 
completed. A post-resuscitation team debriefing is an important opportunity to 
review the team’s performance, identify areas for improvement, practice effective 
communication skills, and improve teamwork. 


If the baby will be transferred to another hospital after birth, develop a plan for 
efficiently communicating the maternal and newborn history. 














Frequently Asked Questions 
Should delayed cord clamping be considered for preterm newborns? 


Among preterm newborns, delayed cord clamping has been associated 
with improved cardiovascular stability, increased blood pressure, 
decreased need for blood transfusions, decreased incidence of 
intraventricular hemorrhage, and decreased incidence of necrotizing 
enterocolitis. For vigorous preterm newborns with intact placental 
circulation, umbilical cord clamping should be delayed for 30 to 

60 seconds after birth. By carefully coordinating with the obstetric 
providers, the initial steps of newborn care, including clearing the 
airway if necessary and providing gentle stimulation, can be performed 
with the umbilical cord intact. 


If the placental circulation is not intact, such as after a placental 
abruption, bleeding placenta previa, bleeding vasa previa, or cord 
avulsion, the cord should be clamped immediately after birth. 


There is not enough evidence to make a definitive recommendation 
whether umbilical cord clamping should be delayed in preterm 
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newborns who are not vigorous after birth. If the placental circulation 
is intact, it may be reasonable to briefly delay cord clamping while the 
obstetric provider clears the airway and gently stimulates the baby to 
breathe. If the baby does not begin to breathe during this time, 
additional treatment is required. The cord should be clamped and the 
baby brought to the radiant warmer. Other situations where safety 
data for delayed cord clamping are limited are discussed in lesson 3. 


Before birth, establish the plan for the timing of umbilical cord 
clamping with the obstetric providers. 


How do you counsel parents before the birth of an 
extremely preterm baby? 


Meeting with parents before the birth of an extremely preterm baby is 
important for both the parents and the neonatal care providers. 
Prenatal discussions are an opportunity to provide parents with 
important information, discuss goals, and establish a trusting 
relationship that will support the goal of shared decision making for 
their baby. These discussions can be difficult because of the challenges 
inherent in communicating a large amount of complex information 
during a stressful time. You should be prepared with accurate 
information about available treatment options and the anticipated 
short- and long-term outcomes for the specific situation. You should 
be familiar with both national and local outcome data and understand 
the limitations of each. If necessary, consult with specialists at your 
regional referral center to obtain up-to-date information. Ideally, both 
the obstetric provider and the neonatal provider should be present to 
talk with the parents. The obstetric and neonatal perspectives may be 
different. These differences should be discussed before meeting with 
the parents so that the information presented is consistent. 


If possible, meet with both parents (or the mother and her chosen 
support person) at the same time and allow enough time for them to 
consider the content of your discussion and ask questions. Try to meet 
with the parents before the mother has received medications that might 
make it difficult for her to understand or remember your conversation 
and before the final stages of labor. If you are called when the woman 
is in active labor, there may not be time for an extended discussion, 
but it is still helpful to introduce yourself and briefly describe potential 
issues and your preliminary treatment plan. Use clear language 
without medical abbreviations or jargon. Be cautious about describing 
outcomes in terms of risk ratios, proportions, or percentages because 
parents may have limited understanding of mathematical concepts. 

In addition, quoting these data may give the impression that your 
estimates are more precise than they actually are. It is important 

to present a balanced and objective picture of the range of possible 
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outcomes while avoiding excessively negative or unrealistically positive 
descriptions. Use an appropriately trained medical interpreter if the 
family is not proficient in English or includes someone with a hearing 
disability. Visual aids and written materials, including pictures 

and graphs, can supplement your discussion and help the parents 
remember the topics that you discussed. Offer to give the parents time 
alone to discuss what you have told them. Some parents may want to 
consult with other family members or clergy. If time allows, offer to 
make a return visit to confirm both their understanding of what may 
occur and your understanding of their wishes. 


After you meet with the parents, document a summary of your 
conversation in the mother’s chart. Review what you discussed with 
the obstetric care providers and the other members of your nursery’s 
resuscitation team. If it was decided that resuscitation would not be 
initiated, ensure that all members of your team, including on-call 
personnel and the obstetric care providers, are informed and in 
agreement with this decision. If disagreements occur, discuss them in 
advance and consult additional professionals, including legal and 
ethics consultants, if necessary. 


Ethical Considerations 


What are the ethical considerations involved in deciding whether or not to 
resuscitate a newborn at the threshold of viability? 


What should you do if you are uncertain about the chances of survival or 
serious disability when you examine the baby immediately after birth? 


These questions are explored in detail in Lesson 11. 


Key Points 


@ Preterm newborns are at increased risk for requiring resuscitation 
and assistance with transition after birth. 
@ Preterm newborns are at increased risk of complications because of 
e Rapid heat loss 
e Immature lungs 
e Vulnerability to injury from excessive oxygen 
e Vulnerability to severe infection 
e Small blood volumes 
e Immature brains that are prone to bleeding 


e Vulnerability to hypoglycemia 
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Additional resources for a preterm birth include 


Enough skilled personnel to perform a complex resuscitation 
and document events as they occur 


Additional supplies for maintaining temperature, including 
polyethylene plastic wrap or bag, hat, thermal mattress, 
temperature sensor and cover for a servo-controlled radiant 
warmer 


Oxygen blender, compressed air source, pulse oximeter, 
appropriate-sized oximeter sensor 


Electronic cardiac (ECG) monitor with chest or limb leads 
Resuscitation device capable of providing PEEP and CPAP 


Preterm-sized mask, size-0 laryngoscope blade (size 00 optional), 
preterm-sized endotracheal tubes (2.5 mm and 3.0 mm) 


Surfactant 


Pre-warmed transport incubator (if baby will be moved) 


Preterm newborns are more susceptible to heat loss. 


Increase room temperature to approximately 23°C to 25°C 
(74°F-77°F). 


Preheat radiant warmer. 


If less than 32 weeks’ gestation, consider using polyethylene 
plastic wrap/bag and thermal mattress. 


Pre-warm a transport incubator if baby will be moved after birth. 


When assisting ventilation in preterm babies, 


Consider using CPAP immediately after birth if the baby is 
breathing spontaneously with a heart rate of at least 100 bpm, 
but has labored respirations or low oxygen saturation. 


Use the same criteria for initiating PPV as with term babies. 


If PPV is required, use the lowest inflation pressure necessary to 
achieve an adequate heart rate response. 


If positive-pressure ventilation (PPV) is required, it is preferable 
to use a device that can provide PEEP. 


Consider administering surfactant if the baby requires 
intubation and mechanical ventilation for respiratory distress or 
is extremely premature. 


Criteria for CPAP failure and the administration of prophylactic 
surfactant should be developed in coordination with local 
experts. 
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© Precautions to decrease the risk of neurologic injury 


Handle the baby gently. 


Avoid positioning the baby’s legs higher than the head 
(Trendelenburg position). 


Avoid high airway pressures during PPV or CPAP. 


Use an oximeter and blood gases to monitor and adjust 
ventilation and oxygen concentration. 


Avoid rapid intravenous fluid infusions and hypertonic 
solutions. 


@ After resuscitation and stabilization of a preterm baby, 


Monitor and control oxygen and ventilation. 
Monitor and control the baby’s temperature. 
Monitor and control blood glucose. 


Monitor for apnea and bradycardia; intervene promptly if 
needed. 


LESSON 9 REVIEW 


1. 


You have turned on the radiant warmer in anticipation of the 
birth of a baby at 27 weeks’ gestation. List 3 additional steps that 
will help maintain this baby’s temperature. 


a. 


b. 


C. 


A baby is delivered at 30 weeks’ gestation. At 5 minutes of age, 
she is breathing, has a heart rate of 140 beats per minute, and is 
receiving CPAP with 30% oxygen. An oximeter on her right 
hand is reading 95% and is increasing. You should (decrease the 
oxygen concentration)/(begin positive-pressure ventilation). 


A (self-inflating bag)/(T-piece resuscitator) can provide CPAP 
for a spontaneously breathing baby. 


You may decrease the risk of neurologic injury in a premature 
newborn during and after resuscitation by (tilting the bed so the 
baby’s legs are higher than the head)/(adjusting the bed so that 
the baby’s legs are even or lower than the head). 





5. A baby is born at 26 weeks’ gestation. The initial steps of care, 
including gentle stimulation, have been completed and he is 
nearly 1-minute old. He is not breathing and his heart rate is 
80 beats per minute. You should (start CPAP with a face mask)/ 
(start positive-pressure ventilation). 


Answers 


1. You can increase the room temperature, prepare a thermal 
mattress, prepare a polyethylene plastic bag or wrap, and 
pre-warm a transport incubator if the baby will be moved after 
birth. 


2. You should decrease the oxygen concentration. 


3. A T-piece resuscitator can provide CPAP for a spontaneously 
breathing baby. 


4. Adjusting the bed so that the baby's legs are even or lower than 
the head may decrease the risk of neurologic injury. 


5. You should start positive-pressure ventilation. 


Additional Reading 


American Academy of Pediatrics, American College of Obstetricians 
and Gynecologists. Guidelines for Perinatal Care. 7" ed. Elk Grove 
Village, IL: American Academy of Pediatrics, American College of 
Obstetricians and Gynecologists; 2012 


Cummings J, Committee on Fetus and Newborn, American Academy 
of Pediatrics. Antenatal counseling regarding resuscitation and 
neonatal intensive care before 25 weeks of gestation. Pediatrics. 
2015;136(3):588-595 


Committee on Fetus and Newborn, American Academy of Pediatrcs. 
Respiratory support in preterm infants at birth. Pediatrics. 
2014;133(1):171-174 


Halamek LP. Prenatal consultation at the limits of viability. 
NeoReviews. 2003;4(6):e153-e156 
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What you will learn 


When to suspect a pneumothorax or pleural effusion 


How to manage a life-threatening pneumothorax or pleural 
effusion 


How to manage a newborn with an airway obstruction 


How to manage congenital lung abnormalities that may 
complicate resuscitation 


How to manage the newborn with complications from maternal 
narcotic or anesthetic exposure 


How to apply this program's principles to babies who require 
resuscitation beyond the immediate newborn period or outside 
the hospital delivery room 








Special Considerations 





Antenatal counseling. 
Team briefing and equipment check. 


Stay with mother for routine care: 
Warm and maintain normal 


temperature, position airway, 
clear secretions if needed, dry, 
ongoing evaluation. 





Warm and maintain normal 
temperature, position airway, clear 


1 
secretions if needed, dry, stimulate. 


minute 







PPV. 
Spo» monitor. 
Consider ECG monitor. 


Position and clear airway. 
Spo, monitor. 
Supplemental O, as needed. 
Consider CPAP. 


Post-resuscitation care. 
Team debriefing. 


Check chest movement. 
Ventilation corrective steps if 
needed. 

ETT or laryngeal mask if needed. 


Pre-ductal Spos Target 





1min  60%-65% 
2min 65%-70% 
3min  70%-75% 
4min 75%-80% 
5min 80%-85% 
10min 85%-95% 


No 





Intubate if not already done. 
Chest compressions. 
Coordinate with PPV. 

100% O». 
ECG monitor. 


IV epinephrine. 


If HR persistently below 60 bpm: 
consider hypovolemia, 
consider pneumothorax. 


ttp://obgynebooks.com 
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The following 2 cases are examples of less common circumstances that 
you may encounter during neonatal resuscitation. Because these 
scenarios do not occur frequently, it is important to be able to 
recognize them and be prepared to respond quickly and efficiently. As 
you read the cases, imagine yourself as part of the resuscitation team. 


Case 1: A newborn with tension pneumothorax 


A pregnant woman at 40 weeks’ gestation is admitted in labor with a 
Category III fetal heart rate pattern. An emergency cesarean birth is 
planned. Your resuscitation team assembles in the operating room, 
completes a pre-resuscitation team briefing, and prepares equipment 
and supplies for a complex resuscitation. After birth, the umbilical 
cord is clamped and cut and a limp, apneic baby boy is handed to the 
team. One team member begins documenting the resuscitation events 
as they occur. 


The initial steps are performed, but the baby remains limp without 
spontaneous respirations. You begin positive-pressure ventilation 
(PPV) with a face mask, but his heart rate does not improve. You 
perform the ventilation corrective steps and achieve chest movement 
after increasing the ventilating pressure; however, his heart rate 
remains 40 beats per minute (bpm). An endotracheal tube is rapidly 
placed for continued PPV, but there is no improvement in his heart 
rate or tone. Meanwhile, a team member has placed a pulse oximeter 
sensor on the baby’s right hand, but the oximeter does not display a 
reliable signal. Electronic cardiac (ECG) monitor leads are placed on 
his chest and confirm the persistently low heart rate. Your team begins 
chest compressions while an umbilical venous catheter is prepared and 
inserted. The baby’s heart rate does not improve after 60 seconds of 
coordinated compressions and ventilation with 100% oxygen. A dose 
of intravenous epinephrine is given through the umbilical catheter, 
followed by a normal saline flush, but the baby’s condition still does 
not improve. The team reevaluates the placement of the endotracheal 
tube and the efficacy of ventilation and compressions while 
considering special circumstances that may complicate resuscitation. 
Listening to the chest, you recognize that breath sounds are absent on 
the right side. Your team suspects a life-threatening tension 
pneumothorax. Rapid transillumination of the chest confirms the 
suspicion and a team member quickly prepares a catheter-over-needle 
aspiration device. The catheter is inserted perpendicular to the chest 
wall just over the top of the rib in the fourth intercostal space at the 
anterior axillary line, connected to a 3-way stopcock, and 80 mL of air 
is aspirated from the chest. Upon decompression of the 
pneumothorax, the baby’s heart rate rapidly improves and chest 
compressions are stopped. A small amount of air continues to flow 
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Special Considerations 





Figure 10.1. Pneumothorax causing 
collapse of the right lung 


Table 10-1. Causes of diminished breath sounds 


through the catheter aspiration system and the baby is transferred to 
the nursery for a chest x-ray and additional treatment. Shortly 
afterward, you update the parents and conduct a debriefing to review 
your team’s preparation, teamwork, and communication. 


How do you identify a newborn with an air 
or fluid collection around the lung? 


Abnormal air or fluid collections that prevent the newborn’s 
lung from fully expanding within the chest can lead to 
severe respiratory distress and persistent bradycardia. 


¢ Pneumothorax 


It is not uncommon for small air leaks to develop as the 
newborn’s lung fills with air. When air collects in the pleural 
space surrounding the lung, it is called a pneumothorax 
(Figure 10.1). Although a pneumothorax may occur 
spontaneously, the risk is increased by PPV, particularly in 
preterm babies, babies with meconium aspiration, and 
babies with other lung abnormalities. 


A small pneumothorax may be asymptomatic or cause only mild 
respiratory distress. If the pneumothorax becomes larger, the pressure 
from the trapped air can cause the lung to collapse. If the 
pneumothorax becomes large enough, it can interfere with blood flow 
within the chest causing severe respiratory distress, oxygen 
desaturation, and bradycardia. This is called a tension pneumothorax. 
It is a life-threatening emergency and requires urgent treatment to 
evacuate the air. 


You should consider the possibility of a pneumothorax if a baby fails 
to improve despite resuscitative measures or if a baby suddenly 
develops severe respiratory distress. Breath sounds may be diminished 
on the side of the pneumothorax, but breath sounds can be 





¢ Pneumothorax 
e Pleural effusion 
e Tracheal obstruction 


e Enlarged heart 


or equipment failure 





e Inadequate ventilation technique 
e Malpositioned endotracheal tube 


e Congenital diaphragmatic hernia 
e Pulmonary hypoplasia or agenesis 


misleading because they are easily transmitted across the baby’s 
chest and can sound normal even in the presence of a 
pneumothorax. If breath sounds are diminished, consider 
pneumothorax in addition to the other causes listed in Table 
10-1. Transillumination of the chest is a rapid screening test 
that may be helpful. In a darkened room, hold a high-intensity 
fiber-optic light against the chest wall and compare the 
transmission of light on each side of the chest (Figure 10.2). 
During transillumination, light on the side with a 


* Positive-pressure ventilation device leak pneumothorax will appear to spread further and glow brighter 





than the opposite side. In a life-threatening situation, a positive 
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transillumination test can help to 
direct immediate treatment. Be 
careful when interpreting the results 
of transillumination in very 
premature babies because their thin 
skin may cause the chest to appear 
bright even in the absence of a 
pneumothorax. If a transilluminator 
is not immediately available and the 
baby is in severe distress, you may 
proceed with emergency treatment 
based on your clinical suspicion. If 
the baby is stable, the definitive 
diagnosis of a pneumothorax is 
made with a chest x-ray. 





Figure 10.2. Positive 


A small pneumothorax usually will resolve spontaneously and often transillumination of a left-sided 
pneumothorax. The light spreads and 


glows across a wide area. 


does not require treatment. The baby should be monitored for 
worsening distress. If the baby is maintaining normal oxygen saturation, 
supplemental oxygen is not indicated and does not result in earlier 
resolution of the pneumothorax. If a pneumothorax causes significant 
respiratory distress, bradycardia, or hypotension, it should be relieved 
urgently by placing a catheter into the pleural space and evacuating the 
air. If the baby has ongoing respiratory distress, placement of a 
thoracostomy tube attached to continuous suction may be required. 


e Pleural effusion 


Fluid that collects in the pleural space is called a pleural 
effusion (Figure 10.3). Similar to a pneumothorax, a large 
pleural effusion can prevent the lung from expanding. The 
fluid may be caused by edema, infection, or leakage from the 
baby’s lymphatic system. Frequently, large pleural effusions 

are diagnosed before birth by ultrasound. There may be a 
history of severe fetal anemia, twin-to-twin transfusion, cardiac 
arrhythmia, congenital heart disease, congenital infection, or 

a genetic syndrome. You should suspect a pleural effusion if a 
newborn has respiratory distress and generalized body edema 
(hydrops fetalis). Excess fluid may also be present in the baby’s 
abdomen (ascites) and around the baby’s heart (pericardial : i 
effusion). Because the fluid collection interferes with lung Figure 10.3. Large bilateral pleural effusions 
expansion, breath sounds may be decreased on the affected side. 

The definitive diagnosis of a pleural effusion is made with a chest x-ray. 





A small pleural effusion may not require treatment. If respiratory 
distress is significant and does not resolve with intubation and PPV, 
you may need to insert a catheter into the pleural space to drain the 
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fluid. If a large pleural effusion is identified before birth, emergency 
drainage may be required after birth. In this case, the baby should be 
born in a facility where emergency airway management and fluid 
drainage by an experienced team is immediately available in the 
delivery room. 


How do you evacuate a pneumothorax or pleural 
effusion? 


The air or fluid is aspirated by inserting a catheter into the pleural 
space on the affected side. This procedure is called thoracentesis. 
Ideally, thoracentesis should be performed using sterile technique with 
appropriate anesthetic for pain management; however, modifications 
may be required during emergency aspiration of a tension 
pneumothorax. 


@ Take a brief “time-out” and confirm the side that you plan to 
aspirate. 


© Aspiration site and positioning 


a. For a pneumothorax, the aspiration site is either the fourth 
intercostal space at the anterior axillary line or the second 
intercostal space at the mid-clavicular line (Figure 10.4). Using 
a small blanket roll, position the baby on his back (supine) with 
the affected side directed slightly upward to allow the air to rise 
to the upper (superior) portion of the chest. 





Figure 10.4. Locations for percutaneous aspiration of a pneumothorax. Fourth intercostal space at the anterior 
axillary line (A), second intercostal space at the mid-clavicular line (B). 
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b. For a pleural effusion, the aspiration site is the fifth or sixth 
intercostal space along the posterior axillary line. Place the 
baby on his back (supine) to allow the fluid to collect in the 
lower (posterior) portion of the chest (Figure 10.5). 





Figure 10.5. Location for aspiration of a pleural effusion 


© Prepare the insertion site with topical antiseptic and sterile towels. 


@ Insert an 18- or 20-gauge percutaneous catheter-over-needle 
device perpendicular to the chest wall and just over the top of the 
rib. The needle is placed over the top of the rib, rather than below 
the rib, to avoid puncturing the blood vessels located under each 
rib. 

a. For a pneumothorax, direct the catheter upward (Figure 10.6). 


b. For a pleural effusion, direct catheter downward. 





Figure 10.6. Aspiration of a pneumothorax. The needle is inserted 
over the rib and directed upward. Note: The aspiration site is not 
covered with sterile towels for photographic purposes; however, 
modified sterile technique is acceptable for emergency aspiration. 
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Figure 10.7. Syringe and stopcock 


assembly used to aspirate pneumothorax. 


The stopcock is opened between the 
catheter and syringe during aspiration. 
The stopcock is closed if the syringe 
becomes full and must be emptied. The 
same assembly is used to drain a pleural 
effusion. 
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© Once the pleural space is entered, 
the needle is removed and a large 
syringe (20-60 mL) connected to a 
3-way stopcock is attached to the 
catheter (Figure 10.7). 


a. When the stopcock is opened 
between the syringe and the 
catheter, the air or fluid can be 
evacuated. 


b. When the syringe is full, the 
stopcock may be closed to 
the chest while the syringe is 
emptied. 


c. After the syringe is emptied, the stopcock can be reopened 
to the chest and more fluid or air may be aspirated until the 
baby’s condition has improved. To avoid accidental reinjection 
of air or fluid into the chest cavity, care must be taken when 
manipulating the stopcock. 


d. When evacuating a pleural effusion, maintain a sample of the 
fluid for diagnostic evaluation. 


© An x-ray should be obtained to document the presence or absence 
of residual pneumothorax or effusion. 


If an appropriate catheter-over-needle device is not available, a small 
“butterfly” needle may be used. In this case, the syringe and stopcock 
will be connected to the tubing attached to the needle. 


How do you manage a newborn with an airway 
obstruction? 


Airway obstruction is a life-threatening emergency. The newborn’s 
airway may be obstructed by thick secretions or a congenital anomaly 
that leads to an anatomic obstruction. 


Thick secretions 


Thick secretions, such as meconium, blood, mucus, or vernix, may 
cause complete tracheal obstruction. If you are attempting PPV, but 
the baby is not improving and the chest is not moving, perform each of 
the ventilation corrective steps (MR. SOPA), as described in Lesson 4, 
until you have successfully inflated the lungs. If you have correctly 
inserted an endotracheal tube for ventilation, but still cannot achieve 





chest movement, the trachea may be obstructed by thick secretions. As 
described in Lesson 5, you may attempt to remove secretions from the 
trachea using a suction catheter (5F-8F) inserted through the 
endotracheal tube. If the secretions are thick enough to completely 
obstruct the airway, you may not be able to clear them using a thin 
suction catheter. In this case, directly suction the trachea with a 
meconium aspirator attached to an endotracheal tube. Set the suction 
pressure to 80 to 100 mg Hg, connect suction tubing to the meconium 
aspirator, and attach the aspirator directly to the endotracheal tube 
connector. Some endotracheal tubes have an integrated aspiration 
device designed for suctioning the trachea. Occlude the aspirator’s 
suction-control port with your finger. You may need to gradually 
withdraw the tube to remove secretions from the trachea and posterior 
pharynx before reinserting a new endotracheal tube for ventilation. Do 
not proceed to chest compressions until you have established an open 
airway and ventilation that inflates the lungs. 


Anatomic obstructions 


e Robin sequence 


The Robin sequence describes a combination of facial anomalies that 
occur because the lower jaw (mandible) does not develop normally. 
The lower jaw is small and set back in relation to the upper jaw. The 
baby’s tongue is positioned further back in the pharynx than normal 
and obstructs the airway (Figure 10.8). It is common for babies with 
the Robin sequence to also have a cleft palate. This combination of 
findings may be isolated or part of a genetic syndrome. 
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/ ae Figure 10.8. Newborn with normal 
Normal newborn / NewbornWith pnarynx anatomy (left) and newborn with Robin 
Robin sequence sequence (right) 
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Figure 10.9. Endotracheal tube 
placed deep in posterior pharynx for 
relief of airway obstruction in a newborn 
with Robin sequence. The tube is in the 
nasopharynx, above the vocal cords, NOT 
in the trachea. 


Congenital obstruction 
of posterior nasopharynx 





Figure 10.10. Choanal atresia 
causing obstruction of the nasal airway 
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If a baby with Robin sequence has labored breathing, turn him onto 
his stomach (prone). In this position, the tongue may move forward 
and open the airway. If prone positioning is not successful, insert a 
small endotracheal tube (2.5 mm) through the nose with the tip placed 
deep in the posterior pharynx, past the base of the tongue, and above 
the vocal cords. It is not inserted into the trachea (Figure 10.9). A 
laryngoscope is not required to do this. This helps to relieve the airway 
obstruction. 


If the baby has severe difficulty breathing and requires resuscitation, 
face-mask ventilation and endotracheal intubation may be very 
difficult. If none of the previous procedures results in adequate air 
movement, and attempts at face-mask ventilation and endotracheal 
intubation are unsuccessful, a laryngeal mask may provide a lifesaving 
rescue airway. 


e Choanal atresia 


Choanal atresia is a condition where the nasal airway is obstructed by 
bone or tissue (Figure 10.10). Because newborns normally breathe 
through their nose, babies with choanal atresia may have difficulty 
breathing unless they are crying and breathing through their mouth. 
In most cases, the obstruction occurs only on one side and does not 
cause significant symptoms in the newborn period. Babies with 
choanal atresia may present with cyclic episodes of obstruction, 
cyanosis, and oxygen desaturation that occur when they are sleeping or 
feeding and resolve when they are crying. If the obstruction is bilateral, 
the baby may have difficulty breathing immediately after birth; 
however, the presence of choanal atresia should not prevent you from 
achieving effective PPV with a face mask. 


You can test for choanal atresia by passing a thin suction catheter into 
the posterior pharynx through the nares. If the catheter will not pass, 
choanal atresia may be present. 


If the baby has bilateral choanal atresia and respiratory distress, you 
can keep the mouth and airway open by inserting one of the following 
into the baby’s mouth—a feeding nipple or pacifier modified by 
cutting off the end (McGovern nipple) and secured with ties around 
the occiput (Figure 10.11), an oral endotracheal tube positioned with 
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Modified pacifier (McGovern nipple) for temporary relief of airway obstruction in choanal atresia 
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oral airway 


Figure 10.12. Oral airway for 
temporary relief of airway obstruction in 
choanal atresia 
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the tip just beyond the tongue in the posterior pharynx, or a plastic 
oral (Guedel) airway (Figure 10.12). Each of these measures 
provides temporary stabilization until the baby can be evaluated 
by a specialist. 


e Other rare conditions 


Other conditions, such as oral, nasal, or neck masses, laryngeal and 
tracheal anomalies, and vascular rings that compress the trachea 
within the chest, have been reported as rare causes of airway 
compromise in the newborn. Some of these malformations will be 
evident by external examination. Depending on the location of the 
obstruction, it may be very difficult or impossible to achieve successful 
face-mask ventilation or to place an endotracheal tube. Special 
expertise and equipment may be required for successful intubation. If 
the obstruction is above the level of the vocal cords and you cannot 
ventilate or intubate the baby, placement of a laryngeal mask may 
provide a lifesaving rescue airway. If such problems are identified 
before birth, the baby should be born in a facility where emergency 
management of the airway by a trained multidisciplinary team is 
immediately available in the delivery room. 


Review 


@ A newborn’s heart rate is 50 beats per minute. He has not 
improved with ventilation through a face mask or a properly 
placed 3.5-mm endotracheal tube. His chest is not moving with 
positive-pressure ventilation. You should (suction the trachea 
using an 8F suction catheter or meconium aspirator)/(proceed 
immediately to chest compressions). 


@ A newborn has respiratory distress after birth. He has a small 
lower jaw and a cleft palate. The baby’s respiratory distress may 
improve if you place a small endotracheal tube in the nose, 
advance it into the pharynx, and position him (supine [on his 
back])/(prone [on his stomach]). 


© You attended the birth of a baby that received positive-pressure 
ventilation during the first minutes of life. He improved and 
has been monitored in the nursery. A short time later, you are 
called because he has developed acute respiratory distress. You 
should suspect (a pneumothorax)/(a congenital heart defect) 
and should rapidly prepare (a needle aspiration device)/ 
(epinephrine). 





Answers 


@ You should suction the trachea using an 8F suction catheter or 
meconium aspirator. 


@ The baby’s respiratory distress may improve if you place a small 
endotracheal tube in the nose, advance it into the pharynx, and 
position him prone (on his stomach). 


© You should suspect a pneumothorax and should rapidly prepare a 
needle aspiration device. 


What abnormalities of fetal lung development can 
complicate resuscitation? 


e Congenital diaphragmatic hernia 


The diaphragm normally separates the abdominal and thoracic 
contents. When the diaphragm does not form correctly, the intestines, 
stomach, and liver can enter the chest and prevent the lungs from 
developing normally (Figure 10.13). This defect is called a congenital 
diaphragmatic hernia (CDH). The most common type of CDH occurs 
on the baby’s left side. Frequently, the defect is identified by antenatal 
ultrasound, and the baby’s birth can be planned at a high-risk center. 


The baby may present with an unusually flat-appearing (scaphoid) 
abdomen, respiratory distress, and hypoxemia. If PPV is administered 
by face mask, gas enters the stomach and intestines. As these structures 
expand within the chest, lung inflation is increasingly inhibited and 


Figure 10.13. Congenital 
diaphragmatic hernia 
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Figure 10.14. Stabilizing treatment for a baby with a 
congenital diaphragmatic hernia. An endotracheal tube is in the 
trachea and a double-lumen sump tube is in the stomach. The 





breath sounds will be diminished on the side of the hernia. If the 
ventilating pressure is increased in an attempt to improve inflation, the 
baby may develop a pneumothorax. Pulmonary hypertension is 
commonly associated with a CDH and may contribute to severe 
hypoxemia. 


Babies with a known or suspected diaphragmatic hernia should not 


receive prolonged resuscitation with PPV by face mask. 





Promptly intubate the trachea and place a large orogastric catheter 
(10F) to prevent gaseous distention (Figure 10.14). A double-lumen 
sump tube (Replogle tube) is most effective. 






gastric drainage tube is aspirated intermittently or attached to 
vacuum suction. Both tubes are secured (tape not shown). \ , 
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¢ Pulmonary hypoplasia 


Normal lung development requires adequate space within the chest. 
Any condition that occupies space in the chest or causes a prolonged, 
severe decrease in amniotic fluid (oligohydramnios) may cause the 
lungs to be incompletely developed. This is called pulmonary 
hypoplasia. Examples of conditions causing pulmonary hypoplasia 
include congenital diaphragmatic hernia and obstruction or absence of 





both fetal kidneys. At the time of birth, the baby’s chest may appear 
small and bell-shaped. If pulmonary hypoplasia was caused by 
oligohydramnios, the baby may have deformities of the hands, feet, 
nose, and ears caused by compression within the uterus. High inflating 
pressures are required to inflate the baby’s lungs and this increases the 
risk of developing pneumothoraces. Severe pulmonary hypoplasia is 
incompatible with survival. 


What do you do if a baby does not breathe or has 
decreased activity and the mother received a 
narcotic during labor? 


Narcotics given to the laboring mother to relieve pain may cross the 
placenta and decrease the newborn’s activity and respiratory drive. If a 
newborn has respiratory depression after maternal opiate exposure, 
manage the baby’s airway and provide respiratory support with PPV as 
described in previous lessons. If the baby has prolonged apnea, 
insertion of an endotracheal tube or laryngeal mask may be required 
for ongoing respiratory support. 


Although the narcotic antagonist naloxone has been used in this 
setting, there is insufficient evidence to evaluate the safety and efficacy 
of this practice. Very little is known about the pharmacology of 
naloxone in the newborn. Animal studies and case reports have raised 
concerns about complications from naloxone, including pulmonary 
edema, cardiac arrest, and seizures. 


What do you do if a baby does not breathe or has 
decreased activity and the mother did not receive a 
narcotic during labor? 


Other causes of neonatal depression should be considered. If PPV 
results in a normal heart rate and oxygen saturation, but the baby does 
not breathe spontaneously, the baby may have depressed respiratory 
drive or muscle activity due to hypoxia, severe acidosis, a structural 
brain abnormality, or a neuromuscular disorder. Medications given to 
the mother, such as magnesium sulfate and general anesthetics, can 
depress respirations in the newborn. There are no medications that 
reverse the effects of these drugs. Again, the focus is to provide airway 
support and effective ventilation until the medication’s effect has 
resolved. Transport the baby to the nursery for further evaluation and 
management while administering PPV and monitoring the baby’s 
heart rate and oxygen saturation. 
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Case 2: An emergency in the postpartum unit 


A baby weighing 3,400 g was born in the hospital after an 
uncomplicated pregnancy and labor. The transitional period was 
uneventful and he remained with his mother to begin breastfeeding. At 
approximately 12 hours of age, his mother notices that he is not 
breathing and is unresponsive. She activates the bedside emergency 
alarm and a nurse responds immediately. The nurse turns on the room 
lights, opens the blankets to fully assess him, and finds that he is 
apneic and limp. She places him on a flat surface, opens his airway by 
placing his head in the “sniffing” position, clears his airway with a bulb 
syringe, and stimulates him by rubbing his back, but he does not 
improve. The nurse begins PPV with the neonatal self-inflating bag 
and mask supplied in the postpartum room. 


The neonatal resuscitation team arrives in the room, receives 
information from the postpartum nurse, and quickly assesses the 
situation. One team member uses a stethoscope to listen to the baby’s 
heart rate and breath sounds. Another team member brings an 
emergency cart with a pulse oximeter and ECG monitor. The pulse 
oximeter sensor is placed on the baby’s right hand, and ECG monitor 
leads are attached to the baby’s chest. The baby’s heart rate is 80 bpm 
and rising, but the respiratory effort is still irregular and oxygen 
saturation is low. A blended oxygen source is attached to the 
resuscitation bag and the concentration is adjusted to achieve oxygen 
saturation >90%. The baby begins to have consistent respiratory effort 
and PPV is gradually weaned. He is given supplemental oxygen 
through the open tail reservoir of the self-inflating bag and transferred 
to the nursery in a pre-warmed incubator for additional evaluation 
and treatment. A team member stays with the baby’s mother to obtain 
additional information, provide support, and answer questions. 
Shortly afterward, the care team conducts a debriefing to evaluate its 
readiness, teamwork, and communication. 


Are resuscitation techniques different for babies 
born outside the hospital or beyond the immediate 
newborn period? 


Throughout this program, you have learned about resuscitating babies 
who were born in the hospital and had difficulty making the transition 
to extrauterine life. Some babies may require resuscitation after being 
born outside the hospital and others will develop problems that 
require resuscitation after the immediate newborn period. Although 
scenarios encountered outside the delivery room present different 





challenges, the physiologic principles and basic steps remain the same 
throughout the neonatal period. The initial priority for resuscitating 
babies during the neonatal period, regardless of location, should be to 
restore adequate ventilation. Once adequate ventilation is ensured, 
obtain additional information about the baby’s history to guide 
interventions. 


Although this program is not designed to teach neonatal resuscitation 
in these other venues, some strategies for applying the principles that 
you have learned will be presented. More details are available through 
other American Academy of Pediatrics and American Heart 
Association programs, such as the Pediatric Education for Prehospital 
Professionals (PEPP), APLS: The Pediatric Emergency Medicine 
Resource, and Pediatric Advanced Life Support (PALS). 


What are some of the different strategies needed to 
resuscitate babies outside the hospital or beyond 
the immediate newborn period? 


e Temperature management 


When babies are born outside the delivery room environment, 
maintaining body temperature may become a major challenge because 
you likely will not have a radiant warmer readily available. Some 
suggestions for minimizing heat loss are as follows: 


e Turn up the heat source in the room or vehicle, if applicable. 
e Dry the baby well with bath towels, a blanket, or clean clothing. 


e Use the mother’s body as a heat source. Consider placing the baby 
skin-to-skin on the mother’s chest and covering both baby and 
mother with a clean sheet of food-grade plastic and a warm blanket. 


e Emergency response teams should consider having polyethylene 
plastic wrap and portable thermal mattresses to help maintain 
temperature. 


Maintaining normal body temperature is less difficult if the baby is not 
newly born because the baby’s body is not wet. It is still important to 
prevent cooling during transport, especially during the winter months, 
by wrapping the baby in warm blankets and using a hat if available. 


e Clearing the airway 


If resuscitation is required outside a delivery room or nursery, vacuum 
suction may not be readily available. If secretions are obstructing the 
airway, use a bulb syringe or wipe the mouth and nose with a clean 
handkerchief or other cloth wrapped around your index finger. 
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e Ventilation 


Most babies breathe spontaneously after birth. Drying the newborn 
and rubbing the back and extremities are acceptable methods of 
stimulation. Some babies born outside the hospital may require PPV 
to inflate their lungs. If a resuscitation bag-and-mask is not available, 
PPV can be administered by mouth-to-mouth-and-nose resuscitation. 
Place the baby in the “sniffing” position and form a tight seal with the 
resuscitator’s mouth placed over the baby’s mouth and nose. If the 
baby is large, it may be necessary to cover only the baby’s mouth while 
the baby’s nose is pinched to seal the airway. This technique poses a 
risk of transmitting infectious diseases. 


e Chest compressions 


Current PALS recommendations for infants call for a chest 
compression to ventilation ratio of 30:2 (single rescuer) or 15:2 

(2 rescuers). This ratio was selected to decrease the educational 
complexity of resuscitation education for health care providers 
working with multiple age groups and for lay rescuers. During the first 
weeks following birth, respiratory failure is still the cause of nearly all 
cardiopulmonary arrests. In general, where differences exist between 
the Neonatal Resuscitation Program® (NRP°®) and the recommendations 
presented in the PALS, APLS, and PEPP programs, you should apply 
the NRP recommendations during the immediate newborn period and 
during the time the baby is an inpatient following birth. If a newborn 
has cardiopulmonary arrest within the hospital during this period, the 
NRP recommends using a 3:1 compression to ventilation ratio unless 
there is a reason to suspect a primary cardiac etiology. 


e Vascular access 


Catheterization of the umbilical vessels generally is not an option 
outside the hospital or beyond the first several days after birth. In such 
cases, prompt insertion of an intraosseous needle into the tibia is an 
effective alternative. 


If a baby is found unresponsive in a mother's room 
on the postpartum unit, should resuscitation be 
initiated in the mother's room or should the baby 
be carried to the nursery? 

The decision to “scoop-and-run” to the nursery with a compromised 
newborn may seem like a reasonable approach, but this is not the best 
choice for several reasons. It is not safe to run down a hallway carrying 


a compromised newborn in your arms. This puts you and the newborn 
at risk for injury from a fall or a collision with another person, 





equipment, or passageway door. Every location where newborns 
receive care should have ready access to the equipment necessary to 
initiate resuscitation. Immediate access to a self-inflating resuscitation 
bag will allow a first responder to initiate PPV while the resuscitation 
team quickly assembles and brings additional equipment. As a team, 
determine when the baby is stable enough to be transported to the 
nursery area for further evaluation and management. Be prepared to 
support ventilation and monitor the baby’s vital signs during transport. 
If there is a designated resuscitation space that is only steps away from 
every postpartum room, it may be appropriate to carefully move the 
compromised newborn directly to this location for immediate care. In 
all cases, the correct solution prioritizes a timely and efficient response 
and best serves the interests of the newborn’s health and safety. 


Each hospital should evaluate its readiness for resuscitating newborns 
in locations outside of the delivery rooms and nursery. Anticipate this 
potential scenario and develop a plan for how an emergency call will be 
initiated, how the appropriate team will be assembled, what equipment 
will be stored in the room, and what equipment will be stored in a 
nearby location (eg, code cart in the hallway). By simulating unusual 
or uncommon scenarios in different locations, you can make plans to 
address your system’s weaknesses and improve your teamwork. 


Focus on Teamwork 


The special considerations described in this lesson highlight several 
opportunities for effective teams to use the NRP Key Behavioral skills. 


Behavior Example 


Anticipate and plan. Through effective communication with the obstetric care provider, identify important 
Use available information. | antenatal risk factors, such as maternal narcotic exposure, abnormal amniotic fluid volume, 
Communicate effectively. | and the results of prenatal ultrasound examinations. 


Share the information with your team so that you can anticipate high-risk deliveries and 
adequately prepare for resuscitation. 





Use available resources. Be aware of what resources are available to stabilize a newborn with a difficult airway. 
Where is the equipment stored? 


Develop a plan for delivery and resuscitation outside the delivery room area. 


If a baby suddenly deteriorates in the mother’s postpartum room, plan how the mother and 
first responder will call for help. 


Consider how your resuscitation team will be notified about a neonatal emergency outside 
of your usual location. Who will respond and how will the necessary equipment arrive at 
the site of the emergency? 


Consider what you will do if there is no electrical power or compressed gas available at the 
site. 
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Key Points 


@ Suspect a pneumothorax if a baby fails to improve despite 
resuscitative measures or suddenly develops severe respiratory 
distress. In an emergency, a pneumothorax may be detected by 
decreased breath sounds and increased transillumination on the 
affected side. 


@ Suspect a pleural effusion if a newborn has respiratory distress and 
generalized edema (hydrops fetalis). 


© A pneumothorax or pleural effusion that causes cardiorespiratory 
compromise is treated by aspirating the air or fluid with a needle- 
catheter-stopcock assembly attached to a syringe and inserted into 
the chest. 


© Ifthick secretions obstruct the airway despite a correctly 
positioned endotracheal tube, attempt to remove the secretions 
using a suction catheter (5F-8F) inserted through the endotracheal 
tube. If the obstruction persists, directly suction the trachea with a 
meconium aspirator attached to the endotracheal tube. Do not 
proceed to chest compressions until the airway is clear and you 
have achieved ventilation that inflates and aerates the lungs. 


© Respiratory distress associated with the Robin sequence can be 
improved by placing the baby prone and inserting a small 
endotracheal tube (2.5 mm) into the nose so the tip is in the 
pharynx. If this does not result in adequate air movement, a 
laryngeal mask may provide a lifesaving airway. Endotracheal 
intubation is frequently difficult in this situation. 


© Respiratory distress associated with bilateral choanal atresia can be 
improved by inserting a modified feeding nipple or pacifier with 
the end cut off into the baby’s mouth, an endotracheal tube into 
the mouth with the tip in the posterior pharynx, or an oral 
(Guedel) airway. 


@ Ifa congenital diaphragmatic hernia (CDH) is suspected, avoid 
prolonged PPV with a face mask. Quickly intubate the trachea in 
the delivery room and insert an orogastric tube with suction to 
decompress the stomach and intestines. 


© Ifa mother received narcotics in labor and her baby is not 
breathing, provide airway support and assisted ventilation until 
the baby has adequate spontaneous respiratory effort. 


© Although resuscitation outside the delivery room presents 
different challenges, the physiologic principles and basic steps 
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remain the same throughout the neonatal period. Restoring 
adequate ventilation is the priority when resuscitating newborns at 
birth in the delivery room, later in the nursery or the mother’s 
room, or in other locations. 


Additional strategies for resuscitating babies outside the delivery 
room include the following: 


e Maintain temperature by drying the skin, placing the baby 
skin-to-skin with the mother, covering the baby with clean 
food-grade plastic and a warm blanket, using a thermal 
mattress, and raising the environmental temperature. 


e Clear the airway, if necessary, using a bulb syringe or cloth on 
your finger. 


e Use mouth-to-mouth-and-nose breathing for PPV if no 
mechanical device is available. 


e Obtain emergency vascular access, if necessary, by placing an 
intraosseous needle in the tibia. 


LESSON 10 REVIEW 


1. 


A newborn’s heart rate is 50 beats per minute. He has not 
improved with ventilation through a face mask or a properly 
placed 3.5-mm endotracheal tube. His chest is not moving with 
positive-pressure ventilation. You should (suction the trachea 
using an 8F suction catheter or meconium aspirator)/(proceed 
immediately to chest compressions). 


A newborn has respiratory distress after birth. He has a small 
lower jaw and a cleft palate. The baby’s respiratory distress may 
improve if you place a small endotracheal tube in the nose, 
advance it into the pharynx, and position him (supine [on his 
back])/(prone [on his stomach]). 


You attended the birth of a baby that received positive-pressure 

ventilation during the first minutes of life. He improved and has 
been monitored in the nursery. A short time later, you are called 
because he has developed acute respiratory distress. You should 

suspect (a pneumothorax)/(a congenital heart defect) and should 
rapidly prepare (a needle aspiration device)/(epinephrine). 


You attend the birth of a baby with antenatally diagnosed 
congenital diaphragmatic hernia. Promptly after birth, you 
should (begin face-mask ventilation and insert an orogastric 
tube in the stomach)/(intubate the trachea and insert an 
orogastric tube in the stomach). 
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5. A mother received a narcotic medication for pain relief 1 hour 
before delivery. After birth, the baby does not have spontaneous 
respirations and does not improve with stimulation. Your first 
priority is to (start positive-pressure ventilation) /(administer 
the narcotic antagonist naloxone). 


6. A baby is found limp, blue, and cyanotic in his mother’s room 
12 hours after an uncomplicated vaginal birth. He does not 
improve after stimulation and suctioning his mouth/nose with a 
bulb syringe. Your first priority is to (restore adequate 
ventilation by beginning positive-pressure ventilation)/(restore 
adequate circulation by administering epinephrine). 


Answers 


1. You should suction the trachea using an 8F suction catheter or 
meconium aspirator. 


2. The baby’s respiratory distress may improve if you place a small 
endotracheal tube in the nose, advance it into the pharynx, and 
position him prone (on his stomach). 


3. You should suspect a pneumothorax and should rapidly prepare 
a needle aspiration device. 


4, Promptly after birth, you should intubate the trachea and insert 
an orogastric tube in the stomach. 


5. Your first priority is to start positive-pressure ventilation. 


6. Your first priority is to restore adequate ventilation by 
beginning positive-pressure ventilation. 


Additional Reading 


Abrams ME, Meredith KS, Kinnard P, Clark RH. Hydrops fetalis: a 
retrospective review of cases reported to a large national database and 
identification of risk factors associated with death Pediatrics. 
2007;120(1):84-89 


Benjamin JR, Bizzarro MJ, Cotton CM. Congenital diaphragmatic 
hernia: updates and outcomes. NeoReviews. 2011;12(8):e439-e452 


Niwas R, Nadroo AM, Sutija VG, Guadvalli M, Narula P. Malposition 
of endotracheal tube: association with pneumothorax in ventilated 
neonates. Arch Dis Child Fetal Neonatal Ed. 2007;92(3):F233-234 


Chinnadurai S, Goudy SL. Neonatal airway obstruction: overview of 
diagnosis and treatment. NeoReviews. 2013;14(3):e128-e137 
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The ethical principles associated with neonatal resuscitation 
When it may be appropriate to withhold resuscitation 
1 What to do when the prognosis is uncertain 
What to do when a baby dies 


How to help parents and staff through the grieving process 
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Although this lesson is directed at the resuscitation team member who 
guides medical decision making, all members of the team should 
understand the reasoning behind the decisions. As much as possible, 
there should be unified support of the parents during their very 
personal period of crisis. This lesson refers to “parents,” although it is 
recognized that sometimes the mother or father is alone during the 
crisis and, other times, support will be available through extended 
family or significant others. This lesson is applicable to health care 
providers who participate in all aspects of care of pregnant women and 
newborns, including antenatal care providers, pediatricians doing 
preconception and prenatal consultations, inpatient perinatal care 
providers, and professionals providing care to families who have 
experienced a neonatal death. 


It is important to recognize that the recommendations made in this 
lesson are determined, to an extent, by the cultural context and 
available resources and may require adaptation before being applied to 
other cultures and countries. These recommendations were based on 
mortality and morbidity data available at the time of publication. 
Decisions regarding initiation or non-initiation of resuscitation should 
be based on current local data and available therapies. 


The following case is an example of the ethical considerations involved 
in neonatal resuscitation and how end-of-life care may be provided. As 
you read the case, imagine yourself as part of the care team. 


Case: A baby who could not be resuscitated 


A woman is admitted to the hospital at 23 weeks’ gestation with 
contractions, fever, and ruptured membranes leaking purulent 
amniotic fluid. She has had consistent prenatal care and the gestational 
age was estimated by a first-trimester ultrasound. You meet with the 
obstetric care provider and discuss the pregnancy history. Together, 
you review current national and local data describing the anticipated 
short- and long-term outcomes at this extremely early gestation. 
Afterward, both of you meet with the parents to provide information, 
discuss goals, explain the treatment options, and develop a care plan. 
You explain that some parents might decide that resuscitation and 
intensive care are not in their baby’s best interest in view of the high 
risk of mortality and morbidity and might, instead, choose palliative 
care focusing on the baby’s comfort after birth. After considering the 
content of your discussion, the parents indicate that they “want 
everything done if there is any chance that our baby can live.” You 
document your discussion in the medical chart and meet with your 
resuscitation team to review the care plan. 





Your team performs a pre-resuscitation team briefing and prepares 
the equipment and supplies for a complex resuscitation. At the time 
of birth, the baby boy is limp and apneic, and has thin, gelatinous 
skin. He is carried to the radiant warmer and covered with plastic 
wrap. The initial steps are performed and positive-pressure 
ventilation (PPV) is administered. A team member places a pulse 
oximeter sensor and electronic cardiac (ECG) monitor leads. His 
heart rate is 40 beats per minute (bpm) and not improving. He is 
quickly intubated and PPV is continued; however, his heart rate does 
not increase and his oxygen saturation remains well below the target 
range. Although further resuscitation measures are provided, his 
heart rate gradually decreases. You explain the baby’s condition to the 
parents and your assessment that resuscitation will not be successful. 
You agree to remove the endotracheal tube, wrap the baby in a clean 
blanket, and bring him to his parents to be held and comforted. The 
parents request a ceremonial blessing from the hospital clergy and 
this is quickly arranged. Staff members and additional family provide 
ongoing support. The baby is pronounced dead when no signs of life 
remain. 


Later that day, you return to the parents’ room, express condolences, 
answer their questions about the resuscitation attempt, and ask the 
parents about performing an autopsy. You offer to schedule a 
follow-up visit in several weeks to discuss the autopsy findings. The 
next day, a funeral home is identified. About 1 month later, you meet 
with the parents to discuss the results, answer questions, and talk 
about problems the parents and siblings may be having adjusting to 
their loss. 


What ethical principles apply to neonatal 
resuscitation? 


The ethical principles of neonatal resuscitation are the same as those 
followed in resuscitating an older child or adult. Common ethical 
principles that apply to all medical care include respecting an 
individual’s rights to make choices that affect his or her life 
(autonomy), acting to benefit others (beneficence), avoiding harm 
(nonmaleficence), and treating people truthfully and fairly (justice). 
These principles underlie why we ask patients for informed consent 
before proceeding with treatment. Exceptions to this rule include 
life-threatening medical emergencies and situations where patients 
are not competent to make their own decisions. Neonatal 
resuscitation is a medical treatment often complicated by both 

of these exceptions. 


267 





Ethics and Care at the End of Life 


268 


What role should parents play in decisions about 
resuscitation? 


Unlike adults, newborns cannot make decisions for themselves and 
cannot express their desires. A surrogate decision maker must be 
identified to assume the responsibility of guarding the newborn’s best 
interests. Generally, parents are considered to be the best surrogate 
decision makers for their own babies and they should be involved in 
shared decision making whenever possible. For parents to fulfill this 
responsibility, they need relevant, accurate, and honest information 
about the risks and benefits of each treatment option. In addition, they 
must have adequate time to thoughtfully consider each option, ask 
questions, and seek other opinions. Unfortunately, the need for 
resuscitation is often an unexpected emergency with little opportunity 
to achieve fully informed consent before proceeding. Even when you 
have the opportunity to meet with parents, uncertainty about the 
extent of congenital anomalies, the actual gestational age, the 
likelihood of survival, and the potential for severe disabilities may 
make it difficult for parents to decide what is in their baby’s best 
interest before the baby is born. Complete information may not be 
available until after birth and perhaps not for several hours or days. 
These uncertainties should be addressed with the parents when the 
initial treatment plan is developed and contingencies should be 
discussed. Parents and health care providers must be prepared to 
reevaluate their goals and plans based on the findings after birth and 
the baby’s response to treatment. Discussions about the newborn’s best 
interests may continue well beyond the delivery room. 


What are the considerations involved in the 
decision whether to initiate resuscitation for an 
extremely premature baby? 


Parents should be provided with accurate prognostic information 
using all relevant information affecting the prognosis. Antenatal 
outcome estimates for survival and disability among extremely 
premature babies have typically been based on gestational age and 
estimated weight. Unless the pregnancy was conceived by assisted 
reproductive technology where the date of fertilization or implantation 
can be defined, techniques used for obstetric dating are accurate to 3 to 
5 days if applied in the first trimester, but only to +1 to 2 weeks 
subsequently. Estimates of fetal weight are accurate only to +15% to 
20% and may be misleading if there is intrauterine growth restriction. 
Even small discrepancies of 1 or 2 weeks between estimated and actual 





gestational age, or 100 to 200 g difference in birth weight, may have 
implications for survival and long-term morbidity. 


Gestational age and weight are not the only factors affecting prognosis. 
Maternal health, obstetric complications, and genetic factors also 
influence outcome. Scoring systems that include variables such as 
gender, use of antenatal steroids, and multiplicity have been developed 
in an effort to improve prognostic accuracy. Be cautious when 
interpreting results from different studies. Some investigators may 
describe the proportion of babies with each outcome based on the total 
number of live-born babies while others describe the same outcome 
based on the number of babies resuscitated, the number of babies 
admitted to the nursery, or the number surviving until discharge. By 
simply changing the inclusion criteria for the calculation, the 
likelihood of an adverse outcome will change. Remember that 
prognostic scores provide a range of plausible outcomes based on a 
sample of babies; however, they cannot definitively predict the 
outcome for any individual baby. Similarly, the baby’s appearance at 
the time of birth is not an accurate predictor of survival or disability. 
Parents need to be informed that, despite your best efforts, the ability 
to give an accurate prognosis for a specific newborn either before or 
immediately after birth remains limited. 


Are there situations in which it is ethical not to 
initiate resuscitation? 


The birth of extremely premature babies and those with significant 
chromosomal abnormalities or congenital malformations frequently 
raises difficult questions about the initiation of resuscitation. Although 
general recommendations can guide practice, each situation is unique, 
and decision making should be individualized. 


If the responsible physicians believe that there is no chance for 
survival, the initiation of resuscitation offers no benefit to the baby and 
should not be offered. Humane, compassionate, and culturally 
sensitive palliative care focused on ensuring the baby’s comfort is the 
medically and ethically appropriate treatment. Examples may include 
birth at a confirmed gestational age of less than 22 weeks’ gestation 
and some severe congenital malformations and chromosomal 
anomalies. 


In conditions associated with a high risk of mortality or significant 
burden of morbidity for the baby, caregivers should discuss the risks 
and benefits of life-sustaining treatment with the parents and involve 
them in decision making about whether attempting resuscitation is in 
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their baby’s best interest. If there is agreement between the parents and 
the caregivers that intensive medical care will not improve the chances 
for the newborn's long-term survival or will pose an unacceptable 
burden on the child, it is ethical to provide compassionate palliative 
care and not initiate resuscitation. If the parents’ preferences regarding 
resuscitation are either unknown or uncertain, resuscitation should be 
initiated pending further discussions. Examples may include birth 
between 22 and 24 weeks’ gestation and some serious congenital and 
chromosomal anomalies. 


The following statement from the American Medical Association 
(AMA) Code of Medical Ethics (AMA Opinion 2.215, 2010-2011) 
summarizes this approach to decision making and is endorsed by the 
Neonatal Resuscitation Program® (NRP’). 


The primary consideration for decisions regarding 


life-sustaining treatment for seriously ill newborns 
should be what is best for the newborn. 





Factors that should be weighed are as follows: 

1. The chance that the therapy will succeed 

2. The risks involved with treatment and nontreatment 

3. The degree to which the therapy, if successful, will extend life 

4. The pain and discomfort associated with the therapy 

5. The anticipated quality of life for the newborn with and without treatment 





What should you do if you are uncertain about the 
chances of survival or serious disability when you 
examine the baby after birth? 

If parents are uncertain how to proceed, or your examination suggests 
that the prenatal assessment of disability was incorrect, initial 
resuscitation and stabilization allows you additional time to gather 


more complete clinical information and to review the situation with 
the parents and consultants. 


Once you have resuscitated a baby, are you 
ethically obligated to continue life-sustaining 
therapies? 

No, you are not ethically obligated to continue life-sustaining 
therapies. Withholding resuscitation and withdrawing life-sustaining 


treatment during or after resuscitation are ethically equivalent. If the 
responsible health care providers and parents determine that 





life-sustaining treatment is no longer in the baby’s best interest, they 
may choose to redirect from curative to palliative care and focus on 
ensuring the baby’s comfort. 


What laws apply to neonatal resuscitation? 


Medical ethics provide guidelines describing how health care providers 
should act within a society. Based on these guiding principles, 
governments create and enforce laws that describe how individuals 
must act. There is currently no federal law in the United States 
mandating delivery room resuscitation in all circumstances. There 
may be laws in the area where you practice that apply to the care of 
newborns in the delivery room. If you are uncertain about the laws in 
your area, you should consult your hospital ethics committee or 
attorney. In most circumstances, it is ethically and legally acceptable to 
withhold or withdraw resuscitation efforts if the parents and health 
care providers agree that further medical intervention would be futile, 
would merely prolong dying, or would not offer sufficient benefit to 
justify the burdens imposed on the baby. 


Specific rights and responsibilities of minors, fathers, and unmarried 
partners may vary between states. You should meet with your 
hospital’s legal counsel if you have questions about the regulations in 
the location where you practice. 


How do you inform parents that their baby is dying? 


Your role is to support the parents by being honest and speaking in an 
empathic and caring manner. Ask if they have chosen a name for their 
baby and, if they have, refer to the baby by name. Explain what 
treatment you have provided and your assessment of the baby’s 
current condition. State clearly and without euphemism that, despite 
treatment, their baby is dying. Explain how you plan to care for their 
dying baby and what options are available. 


Some parents may be interested in pursuing organ or tissue donation. 
Although many neonatal deaths will not meet eligibility criteria 
because of small size or the time interval between withdrawal of 
support and death, many potentially eligible donations have been lost 
because the neonatal team failed to make a timely referral to their 
organ procurement agency. When a neonatal death is anticipated, it is 
important to consult your regional organ procurement agency 
regarding eligibility criteria so that you can advise the parents about 
potential donation options. 


271 





Ethics and Care at the End of Life 


272 


How do you take care of a baby that is dying? 


The most important goal is to minimize suffering by providing 
humane and compassionate care. Offer to bring the baby to the 
parent(s). Silence the alarms on monitors and medical equipment 
before removing them. Remove any unnecessary tubes, tape, monitors, 
or medical equipment, and gently clean the baby’s mouth and face. If 
the cause of the baby's death is uncertain or the death will be 
investigated by the coroner or medical examiner, it may be important 
to leave all medical devices and tubes in place. Wrap the baby in a 
clean, warm blanket. Narcotics may be administered as needed, either 
orally, nasally or intravenously, to relieve the baby’s discomfort. 
Prepare the parents for what they may see, feel, and hear when they 
hold their dying baby, including the possibility of gasping, agonal 
respirations, color changes, persistent heartbeat, and continuing 
movements. If the baby has obvious congenital anomalies, briefly 
explain to the parents what they will see. Help them look beyond any 
deformities by pointing out a good or memorable feature. Some units 
prepare a “memory box” for the parents with the baby’s handprints or 
footprints, photographs, and other items. 


Parents should be offered private time with the baby in a comfortable 
environment, but a health care provider should check at intervals to 
see if anything is needed. The baby’s chest should be auscultated 
intermittently for at least 60 seconds, as a very slow heart rate may 
persist for hours. Disturbing noises such as phone calls, pagers, 
monitor alarms, and staff conversations should be minimized. When 
the parents are ready for you to take the baby, the baby should be 
taken to a designated, private location until ready to be transported to 
the morgue. 


A member of the neonatal team should discuss the locally available 
options for performing a complete or limited autopsy. An autopsy can 
help determine the precise cause of death, confirm prenatal diagnoses, 
and reveal important new diagnoses. By further delineating the cause 
of death, an autopsy may reduce parental concerns and provide 
additional insight into the potential implications for future 
pregnancies. 

It is very helpful to understand the cultural and religious expectations 


surrounding death in the community you serve. Some families grieve 
quietly while others are more demonstrative; however, all modes are 





acceptable and should be accommodated. Some parents may prefer to 
be alone, while others may want their other children, their extended 
family, friends, community members, and/or clergy to be with them. 
Families may request to take their baby to a hospital chapel or a more 
peaceful setting outside, or may ask for help with arrangements for 
blessings or rites for their dead or dying baby. You should be as 
flexible as you can in responding to their wishes. 


It is helpful to anticipate this difficult situation in advance and develop 
a protocol. Plan which staff members will be responsible for providing 
palliative care and how other members of the team can provide 
support. Members of the neonatal team may play an important role 
even if the baby is born so prematurely that life-sustaining therapy is 
not indicated. They may offer the parents reassurance that the 
gestational age assessment is correct and use their expertise to help 
provide comfort care for the baby. Many nurseries develop a package 
of helpful information for staff members, including phone numbers 
for key support staff, instructions for completing the required 
administrative tasks, reminders about how to prepare the baby’s body, 
and bereavement information for the family. 


What follow-up arrangements should be planned 
for the parents? 


Before the parents leave the hospital, make sure you have contact 
information for them, and provide them with details about how to 
contact the attending physician, bereavement professionals, and, if 
available, a perinatal loss support group. If your institution does not 
provide these services, it may be helpful to contact your regional 
perinatal referral center to obtain contact information for the parents. 
It is important to involve the family’s primary care physician and/or 
obstetric provider so they can provide additional support. The 
attending physician may schedule a follow-up appointment to answer 
any unresolved questions, review results of the autopsy or other 
studies pending at the time of death, and assess the family’s needs. 
Parents should be directed to the obstetric provider if they have 
questions regarding events and care before birth. Some hospitals 
sponsor parent-to-parent support groups and plan an annual 
memorial service, bringing together families who have suffered a 
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perinatal loss. Recognize that some families may not want any 
additional contact from the hospital staff. This desire must be 
respected. Unexpected communications, such as a quality assurance 
survey from the hospital, or newsletters about baby care, may be an 
unwanted reminder of the family’s loss. 


How do you support the staff in the nursery after a 
perinatal death? 


Staff members who participated in the care of the baby and family also 
need support. They will have feelings of sadness and may be feeling 
anger and guilt. Consider holding a debriefing session shortly after the 
baby’s death so you can openly discuss questions and feelings in a 
professional, supportive, and nonjudgmental forum. However, 
speculation based on secondhand information should be avoided in 
such meetings, and questions and issues regarding care decisions and 
actions should be discussed only in a qualified peer review session and 
should follow hospital policy for such sessions. 


Focus on Teamwork 


The ethical considerations and end-of-life care described in this lesson 
highlight several opportunities for effective teams to use the NRP Key 
Behavioral skills. 


Behavior Example 


Anticipate and plan. Plan how you will provide antenatal counseling and manage difficult ethical decisions. 
Develop a protocol to use when caring for a dying baby and supporting the grieving family. 





Communicate effectively. | When counseling parents, use clear language and terminology that they will understand. 
Visual aids and written materials may be helpful. Use an appropriately trained medical 
interpreter if the family is not proficient in English or has a hearing disability. 





Use available information. | Review both national and local outcome data and understand their limitations. Use all 
available prognostic information. 





Use available resources. Become familiar with the resources in your hospital and community that can help to resolve 
Call for additional help conflicts, answer legal questions, and provide bereavement services. If necessary, consult 
when needed. with specialists at your regional referral center to obtain up-to-date outcome information. 
Maintain professional Ensure that all members of the health care team understand the treatment plan. 

behavior. Disagreements should be discussed in an appropriate forum. Consult the hospital ethics 


committee or legal counsel if necessary. 





Know your environment. | Understand the cultural and religious expectations surrounding death in your community. 
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Key Points 


© 


The ethical principles of neonatal resuscitation are the same as 
those followed in resuscitating an older child or adult. 


Parents are generally considered the best surrogate decision 
makers for their babies and should be involved in shared decision 
making whenever possible. For parents to fulfill this responsibility, 
they need relevant, accurate, and honest information about the 
risks and benefits of each treatment option. 


Parents should be provided with accurate prognostic information 
using all relevant information affecting their baby’s prognosis. 


Parents need to be informed that, despite your best efforts, the 
ability to give an accurate prognosis for an extremely preterm baby 
remains limited either before or immediately after birth. 


The primary consideration for decisions regarding life-sustaining 
treatment for seriously ill newborns should be what is best for the 
newborn. 


If the responsible physicians believe that there is no chance for 
survival, initiation of resuscitation is not an ethical treatment 
option and should not be offered. Examples may include birth at a 
confirmed gestational age of less than 22 weeks’ gestation and some 
severe congenital malformations and chromosomal anomalies. 


In conditions associated with a high risk of mortality or significant 
burden of morbidity for the baby, parents should participate in the 
decision whether attempted resuscitation is in their baby’s best 
interest. If there is agreement that intensive medical care will not 
improve the chances for the newborn’s survival or will pose an 
unacceptable burden on the child, it is ethical to withhold 
resuscitation. 


There may be laws in the area where you practice that apply to the 
care of newborns in the delivery room. If you are uncertain about 
the laws in your area, consult your hospital ethics committee or 
attorney. 


Humane, compassionate, and culturally sensitive palliative care 
should be provided for all newborns for whom resuscitation is not 
initiated or is not successful. 
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Part 15: Neonatal Resuscitation 
2015 American Heart Association Guidelines Update for 
Cardiopulmonary Resuscitation and Emergency 

Cardiovascular Care (Reprint) 


Reprint: The American Heart Association requests that this document be 
cited as follows: Wyckoff MH, Aziz K, Escobedo MB, Kapadia VS, Kattwinkel 
J, Perlman JM, Simon WM, Weiner GM, Zaichkin, JG. Part 13: neonatal 
resuscitation: 2015 American Heart Association Guidelines Update for 
Cardiopulmonary Resuscitation and Emergency Cardiovascular Care. 
Circulation. 2015;132(suppl 2):5543—S560. 


Reprinted with permission of the American Heart Association, Inc. This 
article has been co-published in Circulation. 


INTRODUCTION 


The following guidelines are a summary of the evidence presented in 
the 2015 International Consensus on Cardiopulmonary Resuscitation 
and Emergency Cardiovascular Care Science With Treatment Recom- 
mendations (CoSTR)."? Throughout the online version of this publica- 
tion, live links are provided so the reader can connect directly to 
systematic reviews on the International Liaison Committee on Re- 
suscitation (ILCOR) Scientific Evidence Evaluation and Review System 
(SEERS) website. These links are indicated by a combination of letters 
and numbers (eg, NRP 787). We encourage readers to use the links and 
review the evidence and appendices. 


These guidelines apply primarily to newly born infants transitioning from 
intrauterine to extrauterine life. The recommendations are also applicable to 
neonates who have completed newborn transition and require resuscitation 
during the first weeks after birth* Practitioners who resuscitate infants at 
birth or at any time during the initial hospitalization should consider fol- 
lowing these guidelines. For purposes of these guidelines, the terms new- 
born and neonate apply to any infant during the initial hospitalization. The 
term newly born applies specifically to an infant at the time of birth? 


Immediately after birth, infants who are breathing and crying may 
undergo delayed cord clamping (see Umbilical Cord Management 
section). However, until more evidence is available, infants who are not 
breathing or crying should have the cord clamped (unless part of 
a delayed cord clamping research protocol), so that resuscitation 
measures Can commence promptly. 


Approximately 10% of newborns require some assistance to begin 
breathing at birth. Less than 1% require extensive resuscitation 
measures,’ such as cardiac compressions and medications. Although 
most newly born infants successfully transition from intrauterine to 
extrauterine life without special help, because of the large total number 
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of births, a significant number will re- 
quire some degree of resuscitation.® 


Newly born infants who do not require 
resuscitation can be generally identified 
upon delivery by rapidly assessing the 
answers to the following 3 questions: 
@ Term gestation? 

@ Good tone? 

@ Breathing or crying? 

Ifthe answer to all 3 questions is “yes,” 
the newly born infant may stay with the 
mother for routine care. Routine care 
means the infant is dried, placed skin 
to skin with the mother, and covered 
with dry linen to maintain a normal 
temperature. Observation of breathing, 
activity, and color must be ongoing. 


If the answer to any of these assess- 
ment questions is “no,” the infant 
should be moved to a radiant warmer 
to receive 1 or more of the following 4 
actions in sequence: 


A. Initial steps in stabilization (warm 
and maintain normal temperature, 
position, clear secretions only if 
copious and/or obstructing the air- 
way, dry, stimulate) 


B. Ventilate and oxygenate 
C. Initiate chest compressions 
D. Administer epinephrine and/or volume 


Approximately 60 seconds (“the Golden 
Minute”) are allotted for completing 
the initial steps, reevaluating, and be- 
ginning ventilation if required (Fig- 
ure 1). Although the 60-second mark is 
not precisely defined by science, it is 
important to avoid unnecessary delay 
in initiation of ventilation, because this 
is the most important step for suc- 
cessful resuscitation of the newly born 
who has not responded to the initial 
steps. The decision to progress beyond 
the initial steps is determined by simul- 
taneous assessment of 2 vital charac- 
teristics: respirations (apnea, gasping, 
or labored or unlabored breathing) and 
heart rate (less than 100/min). Methods 
to accurately assess the heart rate will 
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Neonatal Resuscitation Algorithm —2015 Update 
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Figure 1 


Neonatal Resuscitation Algorithm—2015 Update. 


be discussed in detail in the section on 
Assessment of Heart Rate. Once positive- 
pressure ventilation (PPV) or supplemen- 
tary oxygen administration is started, 
assessment should consist of simulta- 
neous evaluation of 3 vital characteristics: 
heart rate, respirations, and oxygen sat- 
uration, as determined by pulse oximetry 
and discussed under Assessment of 
Oxygen Need and Administration of Ox- 
ygen. The most sensitive indicator of 
a successful response to each step is an 
increase in heart rate.° 
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Antenatal counseling 


Warm and maintain normal temperature, 
lear secretions if 


Intubate if not already done 


Consider emergency UVC 


£ 
Infant stays with mother for routine 
care: warm and maintain normal 
temperature, position airway, clear 
















Position and clear airway 
Spo, monitor 
upplementary O, as needed 













Postresuscitation care 
Team debriefing 


Targeted Preductal Spo, 
After Birth 


60%-65% 
65%-70% 
70%-75% 


75%-80% 







80%-85% 






85%-95% 
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ANTICIPATION OF RESUSCITATION 
NEED 


Readiness for neonatal resuscitation 
requires assessment of perinatal risk, 
a system to assemble the appropriate 
personnel based onthat risk, an organized 
method for ensuring immediate access to 
supplies and equipment, and standardi- 
zation of behavioral skills that help assure 
effective teamwork and communication. 
Every birth should be attended by at 
least 1 person who can perform the 
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initial steps of newborn resuscitation 
and PPV, and whose only responsibility 
is care of the newborn. In the presence 
of significant perinatal risk factors that 
increase the likelihood of the need for 


resuscitation,°° additional personnel 


with resuscitation skills, including chest 
compressions, endotracheal intubation, 
and umbilical vein catheter insertion, 
should be immediately available. Fur- 
thermore, because a newborn without 
apparent risk factors may unexpectedly 
require resuscitation, each institution 
should have a procedure in place for 
rapidly mobilizing a team with complete 
newborn resuscitation skills for any 
birth. 


The neonatal resuscitation provider 
and/or team is at a major disadvantage 
if supplies are missing or equipment is 
not functioning. A standardized check- 
list to ensure that all necessary sup- 
plies and equipment are present and 
functioning may be helpful. A known 
perinatal risk factor, such as preterm 
birth, requires preparation of supplies 
specific to thermoregulation and re- 
spiratory support for this vulnerable 
population. 


When perinatal risk factors are identi- 
fied, a team should be mobilized and 
ateam leader identified. As time permits, 
the leader should conduct a prere- 
suscitation briefing, identify inter- 
ventions that may be required, and 
assign roles and responsibilities to 
the team members.”® During re- 
suscitation, it is vital that the team 
demonstrates effective communication 
and teamwork skills to help ensure 
quality and patient safety. 


UMBILICAL CORD 
MANAGEMENTN®? 787. NRP 849 


Until recent years, a common practice 
has been to clamp the umbilical cord 
soon after birth to quickly transfer the 
infant to the neonatal team for sta- 
bilization. This immediate clamping was 
deemed particularly important for 
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infants at high risk for difficulty with 
transition and those most likely to re- 
quire resuscitation, such as infants 
born preterm. During the 2010 CoSTR 
review, evidence began to emerge 
suggesting that delayed cord clamping 
(DCC) might be beneficial for infants who 
did not need immediate resuscitation at 
birth.’ 

The 2015 ILCOR systematic review™"? 787 
confirms that DCC is associated with 
less intraventricular hemorrhage (IVH) 
of any grade, higher blood pressure 
and blood volume, less need for 
transfusion after birth, and less nec- 
rotizing enterocolitis. There was no 
evidence of decreased mortality or 
decreased incidence of severe IVH.'” 
The studies were judged to be very low 
quality (downgraded for imprecision 
and very high risk of bias). The only 
negative consequence appears to be 
a slightly increased level of bilirubin, 
associated with more need for photo- 
therapy. These findings have led to na- 
tional recommendations that DCC be 
practiced when possible? A major 
problem with essentially all of these 
studies has been that infants who were 
thought to require resuscitation were 
either withdrawn from the randomized 
controlled trials or electively were not 
enrolled. Therefore, there is no evi- 
dence regarding safety or utility of DCC 
for infants requiring resuscitation and 
some concern that the delay in estab- 
lishing ventilation may be harmful. 
Some studies have suggested that 
cord “milking” might accomplish goals 
similar to DCC,'''® but there is in- 
sufficient evidence of either its safety 
or utility to suggest its routine use in 
the newly born, particularly in ex- 
tremely preterm infants. 


In summary, from the evidence re- 
viewed in the 2010 CoSTR’ and sub- 
sequent review of DCC and cord 
milking in preterm newborns in the 
2015 ILCOR systematic review,'’* DCC 
for longer than 30 seconds is reason- 
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able for both term and preterm infants 
who do not require resuscitation at 
birth (Class lla, Level of Evidence [LOE] 
C-LD). There is insufficient evidence 
to recommend an approach to cord 
clamping for infants who require re- 
suscitation at birth, and more ran- 
domized trials involving such infants 
are encouraged. In light of the limited 
information regarding the safety of 
rapid changes in blood volume for ex- 
tremely preterm infants, we suggest 
against the routine use of cord milking 
for infants born at less than 29 weeks 
of gestation outside of a research set- 
ting. Further study is warranted be- 
cause cord milking may improve initial 
mean blood pressure and hematologic 
indices and reduce intracranial hem- 
orrhage, but thus far there is no evi- 
dence for improvement in long-term 
outcomes (Class Ilb, LOE C-LD). 


INITIAL STEPS 


The initial steps of newborn resus- 
citation are to maintain normal tem- 
perature of the infant, position the 
infant in a “sniffing” position to open 
the airway, clear secretions if needed 
with a bulb syringe or suction catheter, 
dry the infant (unless preterm and 
covered in plastic wrap), and stimulate 
the infant to breathe. Current exami- 
nation of the evidence for these prac- 
tices is summarized below. 


Importance of Maintaining Normal 
Temperature in the Delivery 
Room™"? 589 


It has long been recognized (since Budin’s 
1907 publication of The Nursling) "* that 
the admission temperature of newly 
born nonasphyxiated infants is a strong 
predictor of mortality at all gestational 
ages." Preterm infants are espe- 
cially vulnerable. Hypothermia is also 
associated with serious morbidities, 
such as increased risk of IVH, 19285950-54 
respiratory issues, ®19215035-80 hypogly- 
cemia,'°**5°4 and late-onset sepsis.“ ® 


Because of this, admission temperature 
should be recorded as a predictor of 
outcomes as well as a quality indicator 
(Class |, LOE B-NR.) It is recommended 
that the temperature of newly born 
nonasphyxiated infants be maintained 
between 36.5°C and 37.5°C after birth 
through admission and stabilization 
(Class |, LOE C-LD). 


Interventions to Maintain Newborn 
Temperature in the Delivery 
Room"? 599 


The use of radiant warmers and plastic 
wrap with a cap has improved but not 
eliminated the risk of hypothermia in 
preterm infants in the delivery room. 
Other strategies have been introduced, 
which include increased room tem- 
perature, thermal mattresses, and the 
use of warmed humidified resusci- 
tation gases. Various combinations of 
these strategies may be reasonable to 
prevent hypothermia in infants born at 
less than 32 weeks of gestation (Class 
IIb, LOE B-R, B-NR, C-LD). Compared with 
plastic wrap and radiant warmer, the 
addition of a thermal mattress,°°”° 
warmed humidified gases,’ and in- 
creased room temperature plus cap 
plus thermal mattress°°?”°*’> were 
all effective in reducing hypothermia. 
For all the studies, hyperthermia was 
a concern, but harm was not shown. 
Hyperthermia (greater than 38.0°C) 
should be avoided due to the potential 
associated risks (Class Ill: Harm, LOE 
C-E0). 


Warming Hypothermic Newborns to 
Restore Normal Temperature"? 98 


The traditional recommendation for 
the method of rewarming neonates who 
are hypothermic after resuscitation 
has been that slower is preferable to 
faster rewarming to avoid complica- 
tions such as apnea and arrhythmias. 
However, there is insufficient current 
evidence to recommend a preference 
for either rapid (0.5°C/h or greater) or 
slow rewarming (less than 0.5°C/h) of 


unintentionally hypothermic newborns 
(temperature less than 36°C) at hos- 
pital admission. Either approach to 
rewarming may be reasonable (Class 
IIb, LOE C-LD). 


Effect of Maternal Hypothermia and 
Hyperthermia on the Neonate"? 804 


Maternal hyperthermia in labor is 
associated with adverse neonatal ef- 
fects. These include increased mor- 
tality. neonatal seizures,” ° and 
adverse neurologic states like ence- 
phalopathy.®' ** Maternal hypothermia 
in labor has not been shown to be as- 
sociated with clinically significant ad- 
verse neonatal outcomes at the time of 
birth.2°®* Although maternal hyper- 
thermia is associated with adverse 
neonatal outcomes, there is insuffi- 
cient evidence to make a recommen- 
dation on the management of maternal 
hyperthermia. 


Maintaining Normothermia in 
Resource-Limited Settings"? 7% 


The ability to maintain temperature in 
resource-limited settings after birth is 
a significant problem,*? with a dose- 
dependent increase in mortality for 
temperatures below 36.5°C. Premature 
newborns are at much higher risk than 
those born at term. Simple inter- 
ventions to prevent hypothermia dur- 
ing transition (birth until 1 to 2 hours of 
life) reduce mortality. During transi- 
tion, the use of plastic wraps” *” and 
the use of skin-to-skin contact?! 
reduce hypothermia. 


In resource-limited settings, to main- 
tain body temperature or prevent hy- 
pothermia during transition (birth until 
1 to 2 hours of life) in well newborn 
infants, it may be reasonable to put 
them in a clean food-grade plastic bag 
up to the level of the neck and swaddle 
them after drying (Class Ilb, LOE C-LD). 
Another option that may be reasonable 
is to nurse such newborns with skin-to- 
skin contact or kangaroo mother care 
(Class IIb, LOE C-LD). There are no data 





APPENDIX 


examining the use of plastic wraps or 
skin-to-skin contact during resuscitation/ 
stabilization in resource-limited settings. 


Clearing the Airway 


When Amniotic Fluid Is Clear 


This topic was last reviewed in 2010.° 
Suctioning immediately after birth, 
whether with a bulb syringe or suction 
catheter, may be considered only if the 
airway appears obstructed or if PPV is 
required. Avoiding unnecessary suc- 
tioning helps prevent the risk of in- 
duced bradycardia due to suctioning 
of the nasopharynx. '°''? Deterioration 
of pulmonary compliance, oxygenation, 
and cerebral blood flow velocity shown 
to accompany tracheal suction in in- 
tubated infants in the neonatal in- 
tensive care unit also suggests the 
need for caution in the use of suction 
immediately after birth.'°>'® This 
recommendation remains unchanged. 
Please refer to the 2010 CoSTR for the 
latest science review.”® 


When Meconium Is Present®? 85° 


Since the mid-1970s, interventions to 
decrease the mortality and morbidity 
of meconium aspiration syndrome in 
infants who are born through meconium- 
stained amniotic fluid have been rec- 
ommended. The practice of universal 
oropharyngeal suctioning ofthe fetus on 
the perineum followed by routine in- 
tubation and suctioning ofthe trachea at 
birth was generally practiced for many 
years. This practice was abandoned over 
a decade ago after a large multicenter, 
multinational randomized clinical trial 
provided evidence that newborns born 
through meconium-stained amniotic fluid 
who were vigorous at birth did not 
benefit from intervention and could 
avoid the risk of intubation. '°° 


Because the presence of meconium- 
stained amniotic fluid may indicate fe- 
tal distress and increases the risk that 
the infant will require resuscitation after 
birth, a team that includes an individual 
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skilled in tracheal intubation should be 
present at the time of birth. Ifthe infant is 
vigorous with good respiratory effort 
and muscle tone, the infant may stay with 
the mother to receive the initial steps of 
newborn care. Gentle clearing of me- 
conium from the mouth and nose with 
a bulb syringe may be done if necessary. 


However, if the infant born through 
meconium-stained amniotic fluid pres- 
ents with poor muscle tone and in- 
adequate breathing efforts, the initial 
steps of resuscitation should be com- 
pleted under the radiant warmer. PPV 
should be initiated if the infant is not 
breathing or the heart rate is less than 
100/min after the initial steps are 
completed. 


Routine intubation for tracheal suction 
inthis setting is not suggested, because 
there is insufficient evidence to continue 
recommending this practice (Class llb, 
LOE C-LD). In making this suggested 
change, greater value has been placed 
on harm avoidance (ie, delays in pro- 
viding bag-mask ventilation, potential 
harm of the procedure) over the un- 
known benefit of the intervention of 
routine tracheal intubation and suc- 
tioning. Therefore, emphasis should be 
made on initiating ventilation within the 
first minute of life in nonbreathing or 
ineffectively breathing infants. 


Although a definitive randomized clinical 
trial is still needed, current published 
human evidence does not support 
a recommendation for routine inter- 
vention of intubation and suction for the 
nonvigorous newborn with meconium- 
stained amniotic fluid.'°’ "'® Appropri- 
ate intervention to support ventilation 
and oxygenation should be initiated as 
indicated for each individual infant. This 
may include intubation and suction if 
the airway is obstructed. 


Assessment of Heart Rate“*? °° 


Immediately after birth, assessment of 
the newborn’s heart rate is used to 
evaluate the effectiveness of spontaneous 
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respiratory effort and determine the 


need for subsequent interventions. 
During resuscitation, an increase in the 
newborn's heart rate is considered the 
most sensitive indicator of a successful 
response to each intervention. There- 
fore, identifying a rapid, reliable, and 
accurate method to measure the new- 
born’s heart rate is critically important. 
In previous treatment guidelines, aus- 
cultation of the precordium was rec- 
ommended as the preferred physical 
examination method, and pulse oxime- 
try was recommended as an adjunct to 
provide a noninvasive, rapid, and con- 
tinuous assessment of heart rate dur- 
ing resuscitation.® 


The 2015 ILCOR systematic review 
evaluated 1 study comparing clinical 
assessment with electrocardiography 
(ECG) in the delivery room''’ and 5 
studies comparing simultaneous pulse 
oximetry and ECG.''?'”? Clinical as- 
sessment was found to be both un- 
reliable and inaccurate. Among healthy 
newborns, providers frequently could 
not palpate the umbilical pulse and 
underestimated the newborn's heart 
rate by auscultation or palpation.''” 
Four studies found that 3-lead ECG 
displayed a reliable heart rate faster 
than pulse oximetry.''®'7°'? In 2 
studies, ECG was more likely to detect 
the newborn's heart rate during the 
first minute of life.'*°'?' Although the 
mean differences between the series of 
heart rates measured by ECG and pulse 
oximetry were small, pulse oximetry 
tended to underestimate the newborn's 
heart rate and would have led to poten- 
tially unnecessary interventions. "9% 
During the first 2 minutes of life, pulse 
oximetry frequently displayed the new- 
born’s heart rate below either 60/min 
or 100/min, while a simultaneous ECG 
showed the heart rate greater than 
100/min.'22 

Many of the newborns included in the 
studies did not require resuscitation, 
and very few required chest compressions. 
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The majority of the studies did not re- 
port any difficulties with applying the 
leads. ''8-'20 


During resuscitation of term and pre- 
term newborns, the use of 3-lead ECG 
for the rapid and accurate measure- 
ment of the newborn’s heart rate may 
be reasonable (Class IIb, LOE C-LD). The 
use of ECG does not replace the need 
for pulse oximetry to evaluate the 
newborn’s oxygenation. 


Assessment of Oxygen Need and 
Administration of Oxygen 


Use of Pulse Oximetry 


This topic was last reviewed in 2010.° It 
is recommended that oximetry be used 
when resuscitation can be anticipated, 
when PPV is administered, when cen- 
tral cyanosis persists beyond the first 5 
to 10 minutes of life, or when supple- 
mentary oxygen is administered. 


Administration of Oxygen 


Term Infants 


This topic was last reviewed in 2010.° It 
is reasonable to initiate resuscitation 
with air (21% oxygen at sea level). Sup- 
plementary oxygen may be administered 
and titrated to achieve a preductal oxy- 
gen saturation approximating the in- 
terquartile range measured in healthy 
term infants after vaginal birth at sea 
level. 782 


Preterm""” 864 


Meta-analysis of 7 randomized trials 
that compared initiating resuscitation 
of preterm newborns (less than 35 
weeks of gestation) with high oxygen 
(65% or greater) and low oxygen (21% 
to 30%) showed no improvement in 
survival to hospital discharge with the 
use of high oxygen.'**'*° Similarly, in 
the subset of studies that evaluated 
these outcomes, no benefit was seen 
for the prevention of bronchopulmo- 
nary dysplasia, 2°127-18° IVH, 125-128-150 


or retinopathy of prematurity.'2°'7%!7° 


When oxygen targeting was used as 
a cointervention, the oxygen concen- 
tration of resuscitation gas and the 
preductal oxygen saturation were sim- 
ilar between the high-oxygen and low- 


oxygen groups within the first 10 minutes 
of life, '25.128-150 


In all studies, irrespective of whether 
air or high oxygen (including 100%) was 
used to initiate resuscitation, most 
infants were in approximately 30% ox- 
ygen by the time of stabilization. Re- 
suscitation of preterm newborns of less 
than 35 weeks of gestation should be 
initiated with low oxygen (21% to 30%), 
and the oxygen concentration should 
be titrated to achieve preductal oxygen 
saturation approximating the inter- 
quartile range measured in healthy 
term infants after vaginal birth at sea 
level!” (Class I|, LOE B-R). Initiating re- 
suscitation of preterm newborns with 
high oxygen (65% or greater) is not 
recommended (Class lll: No Benefit, 
LOE B-R). This recommendation reflects 
a preference for not exposing preterm 
newborns to additional oxygen without 
data demonstrating a proven benefit 
for important outcomes. 


POSITIVE PRESSURE VENTILATION 


Initial Breaths™"” 8°9 


Several recent animal studies have 
suggested that a longer sustained in- 
flation may be beneficial for establish- 
ing functional residual capacity during 
transition from fluid-filled to air-filled 
lungs after birth.'*t"5? Some clinicians 
have suggested applying this technique 
for transition of human newborns. Re- 
view of the literature in 2015 identified 
3 randomized controlled trials'®* '% 
and 2 cohort studies'*®'*” that dem- 
onstrated a benefit of sustained inflation 
for reducing need for mechanical venti- 
lation (very low quality of evidence, 
downgraded for variability of inter- 
ventions). However, no benefit was 
found for reduction of mortality, bron- 
chopulmonary dysplasia, or air leak. 


156 


One cohort study °° suggested that 
the need for intubation was less after 
sustained inflation. 


There are insufficient data regarding 
short and long-term safety andthe most 
appropriate duration and pressure of 
inflation to support routine application 
of sustained inflation of greater than 5 
seconds’ duration to the transitioning 
newborn (Class Ilb, LOE B-R). Further 
studies using carefully designed pro- 
tocols are needed. 


End-Expiratory Pressure’®? 897 


Administration of PPV is the standard 
recommended treatment for both pre- 
term and term infants who are apneic. A 
flow-inflating or self-inflating resusci- 
tation bag or T-piece resuscitator are 
appropriate devices to use for PPV. In 
the 2010 Guidelines® and based on ex- 
perience with delivering PPV in the 
neonatal intensive care unit, the use of 
positive end-expiratory pressure (PEEP) 
was speculated to be beneficial when 
PPV is administered to the newly born, 
but no published evidence was available 
to support this recommendation. PEEP 
was evaluated again in 2015, and 2 
randomized controlled trials'**"*? sug- 
gested that addition of PEEP during de- 
livery room resuscitation of preterm 
newborns resulted in no improvement 
in mortality, no less need for cardiac 
drugs or chest compressions, no more 
rapid improvement in heart rate, no 
less need for intubation, no change in 
pulmonary air leaks, no less chronic 
lung disease, and no effect on Apgar 
scores, although the studies were un- 
derpowered to have sufficient confidence 
in a no-difference conclusion. However, 
1 of the trials'®® provided low-quality 
evidence that the maximum amount 
of supplementary oxygen required to 
achieve target oxygen saturation may 
be slightly less when using PEEP. In 
2015, the Neonatal Resuscitation ILCOR 
and Guidelines Task Forces repeated 
their 2010 recommendation that, when 
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PPV is administered to preterm new- 
borns, use of approximately 5 cm H,0 
PEEP is suggested (Class IIb, LOE B-R). 
This will require the addition of a PEEP 
valve for self-inflating bags. 


Assisted-Ventilation Devices and 
Advanced AirwaysN®? 870, NRP 806 


PPV can be delivered effectively with 
a flow-inflating bag, self-inflating bag, 
or T-piece resuscitator'*®:'*° (Class Ila, 
LOE B-R). The most appropriate choice 
may be guided by available resources, 
local expertise, and preferences. The 
self-inflating bag remains the only de- 
vice that can be used when a com- 
pressed gas source is not available. 
Unlike flow-inflating bags or T-piece 
resuscitators, self-inflating bags can- 
not deliver continuous positive airway 
pressure (CPAP) and may not be able to 
achieve PEEP reliably during PPV, even 
with a PEEP valve.'“°'’ However, it 
may take more practice to use a flow- 
inflating bag effectively. In addition 
to ease of use, T-piece resuscitators 
can consistently provide target infla- 
tion pressures and longer inspiratory 
times in mechanical models, '“* '“° but 
there is insufficient evidence to sug- 
gest that these qualities result in im- 
proved clinical outcomes. '**'% 


Use of respiratory mechanics monitors 
have been reported to prevent exces- 
sive pressures and tidal volumes'“’ and 
exhaled CO, monitors may help assess 
that actual gas exchange is occurring 
during face-mask PPV attempts. "° Al- 
though use of such devices is feasible, 
thus far their effectiveness, particu- 
larly in changing important outcomes, 
has not been established (Class llb, LOE 
C-LD). 


Laryngeal Mask” &78 


Laryngeal masks, which fit over the 
laryngeal inlet, can facilitate effective 
ventilation in term and preterm new- 
borns at 34 weeks or more of gestation. 
Data are limited for their use in preterm 
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infants delivered at less than 34 weeks 
of gestation or who weigh less than 
2000 g. A laryngeal mask may be 
considered as an alternative to tra- 


cheal intubation if face-mask ven- 
tilation is unsuccessful in achieving 
effective ventilation'*® (Class Ilb, LOE 
B-R). A laryngeal mask is recommended 
during resuscitation of term and pre- 
term newborns at 34 weeks or more of 
gestation when tracheal intubation is 
unsuccessful or is not feasible (Class |, 
LOE C-EO). Use of the laryngeal mask 
has not been evaluated during chest 
compressions or for administration of 
emergency medications. 


Endotracheal Tube Placement 


During neonatal resuscitation, endo- 
tracheal intubation may be indicated 
when bag-mask ventilation is inef- 
fective or prolonged, when chest 
compressions are performed, or for 
special circumstances such as con- 
genital diaphragmatic hernia. When 
PPV is provided through an endotra- 
cheal tube, the best indicator of suc- 
cessful endotracheal intubation with 
successful inflation and aeration of the 
lungs is a prompt increase in heart 
rate. Although last reviewed in 2010,° 
exhaled CO. detection remains the 
most reliable method of confirmation 
of endotracheal tube placement.”® 
Failure to detect exhaled CO, in neo- 
nates with adequate cardiac output 
strongly suggests esophageal in- 
tubation. Poor or absent pulmonary 
blood flow (eg, during cardiac arrest) 
may result in failure to detect exhaled 
CO. despite correct tube placement in 
the trachea and may result in un- 
necessary extubation and reintuba- 
tion in these critically ill newborns.* 
Clinical assessment such as chest 
movement, presence of equal breath 
sounds bilaterally, and condensation 
in the endotracheal tube are addi- 
tional indicators of correct endotra- 
cheal tube placement. 
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Continuous Positive Airway 
Pressure™"” 5% 


Three randomized controlled trials 
enrolling 2358 preterm infants born at 
less than 30 weeks of gestation dem- 
onstrated that starting newborns on 
CPAP may be beneficial when com- 
pared with endotracheal intubation and 
PPV. 5152 Starting CPAP resulted in 
decreased rate of intubation in the 
delivery room, decreased duration of 
mechanical ventilation with potential 
benefit of reduction of death and/or 
bronchopulmonary dysplasia, and no 
significant increase in air leak or severe 
IVH. Based on this evidence, spontane- 
ously breathing preterm infants with 
respiratory distress may be supported 
with CPAP initially rather than routine 
intubation for administering PPV (Class 
IIb, LOE B-R). 


CHEST COMPRESSIONSNF? 505. NRP 


895, NRP 738, NRP 862 


If the heart rate is less than 60/min 
despite adequate ventilation (via en- 
dotracheal tube if possible), chest 
compressions are indicated. Because 
ventilation isthe most effective action in 
neonatal resuscitation and because 
chest compressions are likely to com- 
pete with effective ventilation, rescuers 
should ensure that assisted ventilation 
is being delivered optimally before 
starting chest compressions.* 


Compressions are delivered on the 
lower third of the sternum'* "°° to 
a depth of approximately one third 
of the anterior-posterior diameter of 
the chest (Class llb, LOE C-LD).'°’ Two 
techniques have been described: com- 
pression with 2 thumbs with the fingers 
encircling the chest and supporting the 
back (the 2-thumb technique) or compres- 
sion with 2 fingers with a second hand 
supporting the back (the 2-finger tech- 
nique). Because the 2-thumb technique 
generates higher blood pressure and 
coronary perfusion pressure with less 
rescuer fatigue, the 2 thumb-—encircling 
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hands technique is suggested as the 
preferred method’? '”? (Class Ib, LOE 
C-LD). Because the 2-thumb technique 
can be continued from the head of the 
bed while the umbilicus is accessed for 
insertion of an umbilical catheter, the 
2-finger technique is no longer needed. 


It is still suggested that compressions 
and ventilations be coordinated to avoid 
simultaneous delivery. The chest should 
be allowed to re-expand fully during 
relaxation, but the rescuer’s thumbs 
should not leave the chest. The Neo- 
natal Resuscitation ILCOR and Guide- 
lines Task Forces continue to support 
use of a 3:1 ratio of compressions to 
ventilation, with 90 compressions and 
50 breaths to achieve approximately 
120 events per minute to maximize 
ventilation at an achievable rate! "° 
(Class lla, LOE C-LD). Thus, each event 
will be allotted approximately a half of 
a second, with exhalation occurring 
during the first compression after 
each ventilation. A 3:1 compression-to- 
ventilation ratio is used for neonatal 
resuscitation where compromise of 
gas exchange is nearly always the 
primary cause of cardiovascular col- 
lapse, but rescuers may consider us- 
ing higher ratios (eg, 15:2) ifthe arrest 
is believed to be of cardiac origin 
(Class Ilb, LOE C-EO). 


The Neonatal Guidelines Writing Group 
endorses increasing the oxygen con- 
centration to 100% whenever chest 
compressions are provided (Class lla, 
LOE C-EO). There are no available clinical 
studies regarding oxygen use during 
neonatal CPR. Animal evidence shows 
no advantage to 100% oxygen during 
cpr.'’*-"8 However, by the time resus- 
citation of a newborn infant has 
reached the stage of chest com- 
pressions, efforts to achieve return of 
spontaneous circulation using effec- 
tive ventilation with low-concentration 
oxygen should have been attempted. 
Thus, it would appear sensible to try 
increasing the supplementary oxygen 


concentration. To reduce the risks of 
complications associated with hyper- 
oxia, the supplementary oxygen con- 
centration should be weaned as soon 
as the heart rate recovers (Class I, LOE 
C-LD). 


The current measure for determining 
successful progress in neonatal re- 
suscitation is to assess the heart rate 
response. Other devices, such as end- 
tidal CO. monitoring and pulse oxime- 
try, may be useful techniques to 
determine when return of spontaneous 
circulation occurs.'®’-'?' However, in 
asystolic/bradycardic neonates, we 
suggest against the routine use of any 
single feedback device such as ETCO, 
monitors or pulse oximeters for de- 
tection of return of spontaneous cir- 
culation, as their usefulness for this 
purpose in neonates has not been well 
established (Class IIb, LOE C-LD). 


MEDICATIONS 


Drugs are rarely indicated in re- 
suscitation of the newly born infant. 
Bradycardia in the newborn infant is 
usually the result of inadequate lung 
inflation or profound hypoxemia, and 
establishing adequate ventilation is 
the most important step to correct it. 
However, if the heart rate remains less 
than 60/min despite adequate ven- 
tilation with 100% oxygen (preferably 
through an endotracheal tube) and 
chest compressions, administration of 
epinephrine or volume, or both, is in- 
dicated.* 


Epinephrine 


This topic was last reviewed in 2010.° 
Dosing recommendations remain un- 
changed from 2010.” Intravenous ad- 
ministration of epinephrine may be 
considered at a dose of 0.01 to 0.03 mg/kg 
of 1:10 000 epinephrine. If endotracheal 
administration is attempted while in- 
travenous access is being established, 
higher dosing at 0.05 to 0.1 mg/kg may 
be reasonable. Given the lack of sup- 


portive data for endotracheal epineph- 
rine, it is reasonable to provide drugs by 
the intravenous route as soon as venous 
access is established. 


VOLUME EXPANSION 


This topic was last reviewed in 2010.° 
Dosing recommendations remain un- 
changed from 2010.” Volume expan- 
sion may be considered when blood 
loss is known or suspected (pale skin, 
poor perfusion, weak pulse) and the 
infant’s heart rate has not responded 
adequately to other resuscitative mea- 
sures. An isotonic crystalloid solution 
or blood may be considered for volume 
expansion in the delivery room. The 
recommended dose is 10 mL/kg, which 
may need to be repeated. When resus- 
citating premature infants, it is reason- 
able to avoid giving volume expanders 
rapidly, because rapid infusions of 
large volumes have been associated 
with IVH.* 


POSTRESUSCITATION CARE 


Infants who require resuscitation are at 
risk of deterioration after their vital 
signs have returned to normal. Once 
effective ventilation and/or the circu- 
lation has been established, the infant 
should be maintained in or transferred 
to an environment where close moni- 
toring and anticipatory care can be 
provided. 


Glucose 


In the 2010 Guidelines, the potential 
role of glucose in modulating neuro- 
logic outcome after hypoxia-ischemia 
was identified. Lower glucose levels 
were associated with an increased risk 
for brain injury, while increased glu- 
cose levels may be protective. However, 
it was not possible to recommend 
a specific protective target glucose 
concentration range. There are no new 
data to change this recommenda- 
tion”? 
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APPENDIX 


Induced Therapeutic Hypothermia 


Resource-Abundant Areas 


Induced therapeutic hypothermia was 
last reviewed in 2010; atthat time it was 
recommended that infants born at 
more than 36 weeks of gestation with 
evolving moderate-to-severe hypoxic- 
ischemic encephalopathy should be 
offered therapeutic hypothermia under 
clearly defined protocols similar to 
those used in published clinical trials 
and in facilities with the capabilities for 
multidisciplinary care and longitudinal 
follow-up (Class lla, LOE A).”° This rec- 
ommendation remains unchanged. 


Resource-Limited Areas’? 754 


Evidence suggests that use of thera- 
peutic hypothermia in resource-limited 
settings (ie, lack of qualified staff, in- 
adequate equipment, etc) may be con- 
sidered and offered under clearly defined 
protocols similar to those used in pub- 
lished clinical trials and in facilities with 
the capabilities for multidisciplinary care 
and longitudinal follow-up" '®° (Class IIb, 
LOE B-R). 


GUIDELINES FOR WITHHOLDING 
AND DISCONTINUING 


Data reviewed for the 2010 Guidelines 
regarding management of neonates 
born atthe margins of viability or those 
with conditions that predict a high risk 
of mortality or morbidity document 
wide variation in attitudes and practice 
by region and availability of resources. 
Additionally, parents desire a larger 
role in decisions related to initiation 
of resuscitation and continuation of 
support of severely compromised new- 
borns. Noninitiation of resuscitation and 
discontinuation of life-sustaining treat- 
ment during or after resuscitation are 
considered ethically equivalent. The 2010 
Guidelines provide suggestions for when 
resuscitation is not indicated, when it is 
nearly always indicated, and that under 
circumstances when outcome remains 
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unclear, that the desires of the parents 
should be supported. No new data have 
been published that would justify a change 
to these guidelines as published in 2010." 


Antenatal assignment of prognosis for 
survival and/or disability ofthe neonate 
born extremely preterm has generally 
been made on the basis of gestational 
age alone. Scoring systems for including 
additional variables such as gender, use 
of maternal antenatal steroids, and 
multiplicity have been developed in an 
effort to improve prognostic accuracy. 
Indeed, it was suggested in the 2010 
Guidelines that decisions regarding 
morbidity and risks of morbidity may be 
augmented bythe use of published tools 
based on data from specific populations. 


Withholding Resuscitation™*? °°° 


There is no evidence to support the 
prospective use of any particular de- 
livery room prognostic score presently 
available over gestational age assess- 
ment alone, in preterm infants at less 
than 25 weeks of gestation. Importantly, 
no score has been shown to improve the 
Clinician’s ability to estimate likelihood 
of survival through the first 18 to 22 
months after birth. However, in indi- 
vidual cases, when counseling a family 
and constructing a prognosis for sur- 
vival at gestations below 25 weeks, it is 
reasonable to consider variables such 
as perceived accuracy of gestational 
age assignment, the presence or ab- 
sence of chorioamnionitis, and the 
level of care available for location of 
delivery. Decisions about appropriate- 
ness of resuscitation below 25 weeks 
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of gestation will be influenced by region- 
specific guidelines. In making this 
statement, a higher value was placed 
on the lack of evidence for a general- 
ized prospective approach to changing 
important outcomes over improved 
retrospective accuracy and locally val- 
idated counseling policies. The most 
useful data for antenatal counseling 
provides outcome figures for infants 
alive at the onset of labor, not only for 
those born alive or admitted to a neo- 
natal intensive care unit'°? (Class 
IIb, LOE C-LD). 


Discontinuing Resuscitative 
Efforts’®” 896 


An Apgar score of 0 at 10 minutes is 
a strong predictor of mortality and 
morbidity in late preterm and term 
infants. We suggest that, in infants with 
an Apgar score of 0 after 10 minutes of 
resuscitation, ifthe heart rate remains 
undetectable, it may be reasonable to 
stop assisted ventilation; however, the 
decision to continue or discontinue 
resuscitative efforts must be individ- 
ualized. Variables to be considered 
may include whether the resuscitation 
was considered optimal; availability of 
advanced neonatal care, such as thera- 
peutic hypothermia; specific circum- 
stances before delivery (eg, known timing 
ofthe insult); and wishes expressed by the 
family?’ °° (Class Ilb, LOE C-LD). 


BRIEFING/DEBRIEFING 


This topic was last reviewed in 2010.° 
It is still suggested that briefing and 


With Treatment Recommendations. Circula- 
tion. 2015;132(supp! = 1):S204-S241. doi: 
10.1161/CIR.0000000000000276. 

2. Wyllie J, Perlman JM, Kattwinkel J, Wyckoff 
MH, Aziz K, Guinsburg R, Kim HS, Liley HG, 
Mildenhall L, Simon WM, Szyld E, Tamura M, 
Velaphi S; on behalf of the Neonatal Re- 
suscitation Chapter Collaborators. Part 7: 


Downloaded from by guest on March 14, 2016 


debriefing techniques be used whenever 
possible for neonatal resuscitation. 


STRUCTURE OF EDUCATIONAL 
PROGRAMS TO TEACH NEONATAL 
RESUSCITATION 


Instructors™"? 857 


In studies that looked at the prepara- 
tion of instructors for the training of 
healthcare providers, there was no 
association between the preparation 
provided and instructor or learner 
performance?” ?'* Until more re- 
search is available to clarify the opti- 
mal instructor training methodology, 
it is suggested that neonatal re- 
suscitation instructors be trained us- 
ing timely, objective, structured, and 
individually targeted verbal and/or 
written feedback (Class IIb, LOE C-E0). 


Resuscitation Providers"®? 8° 


The 2010 Guidelines suggested that 
simulation should become a standard 
component in neonatal resuscitation 
training.*°?"° Studies that explored how 
frequently healthcare providers or health- 
care students should train showed no 
differences in patient outcomes (LOE C-E0) 
but were able to show some advan- 
tages in psychomotor performance 
(LOE B-R) and knowledge and confi- 
dence (LOE C-LD) when focused train- 
ing occurred every 6 months or more 
frequently.?'* °°" It is therefore sug- 
gested that neonatal resuscitation 
task training occur more frequently 
than the current 2-year interval (Class 
llb, LOE B-R). 
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2015 Guidelines Update: Part 13 Recommendations 


Year Last Reviewed Topic Recommendation 


Comments 





2015 Umbilical Cord Management In summary, from the evidence reviewed in the 2010 CoSTR and 
subsequent review of DCC and cord milking in preterm 
newborns in the 2015 ILCOR systematic review, DCC for 
longer than 30 seconds is reasonable for both term and 
preterm infants who do not require resuscitation at birth 
(Class lla, LOE C-LD). 

2015 Umbilical Cord Management There is insufficient evidence to recommend an approach 
to cord clamping for infants who require resuscitation 
at birth and more randomized trials involving such infants 
are encouraged. In light of the limited information 
regarding the safety of rapid changes in blood volume for 
extremely preterm infants, we suggest against the routine 
use of cord milking for infants born at less than 29 weeks 
of gestation outside of a research setting. Further study is 
warranted because cord milking may improve initial mean 
blood pressure, hematologic indices, and reduce intracranial 
hemorrhage, but thus far there is no evidence for improvement 
in long-term outcomes (Class IIb, LOE C-LD). 

2015 Importance of Maintaining Normal Preterm infants are especially vulnerable. Hypothermia is also 

Temperature in the Delivery Room associated with serious morbidities, such as increased 
respiratory issues, hypoglycemia, and late-onset sepsis. 
Because of this, admission temperature should be recorded 
as a predictor of outcomes as well as a quality indicator 
(Class |, LOE B-NR). 
2015 Importance of Maintaining Normal It is recommended that the temperature of newly born 
Temperature in the Delivery Room nonasphyxiated infants be maintained between 36.5°C 
and 37.5°C after birth through admission and stabilization 
(Class |, LOE C-LD). 
2015 Interventions to Maintain Newborn The use of radiant warmers and plastic wrap with a cap has improved 
Temperature in the Delivery Room but not eliminated the risk of hypothermia in preterms in the 
delivery room. Other strategies have been introduced, which 
include increased room temperature, thermal mattresses, and 
the use of warmed humidified resuscitation gases. Various 
combinations of these strategies may be reasonable to prevent 
hypothermia in infants born at less than 32 weeks of gestation 
(Class llb, LOE B-R, B-NR, C-LD). 
2015 Interventions to Maintain Newborn Compared with plastic wrap and radiant warmer, the addition of 
Temperature in the Delivery Room a thermal mattress, warmed humidified gases and increased 
room temperature plus cap plus thermal mattress were all 
effective in reducing hypothermia. For all the studies, 
hyperthermia was a concern, but harm was not shown. 
Hyperthermia (greater than 38.0°C) should be avoided due to the 
potential associated risks (Class Ill: Harm, LOE C-E0). 

2015 Warming Hypothermic Newborns to The traditional recommendation for the method of rewarming 

Restore Normal Temperature neonates who are hypothermic after resuscitation has been that 
slower is preferable to faster rewarming to avoid complications 
such as apnea and arrhythmias. However, there is insufficient 
current evidence to recommend a preference for either rapid 
(0.5°C/h or greater) or slow rewarming (less than 0.5°C/h) of 
unintentionally hypothermic newborns (temperature less than 
36°C) at hospital admission. Either approach to rewarming may 
be reasonable (Class llb, LOE C-LD). 

2015 Maintaining Normothermia in In resource-limited settings, to maintain body temperature or 

Resource-Limited Settings prevent hypothermia during transition (birth until 1 to 2 hours of 
life) in well newborn infants, it may be reasonable to put them in 
a clean food-grade plastic bag up to the level of the neck and 
swaddle them after drying (Class IIb, LOE C-LD). 

2015 Maintaining Normothermia in Another option that may be reasonable is to nurse such newborns 

Resource-Limited Settings with skin-to-skin contact or kangaroo mother care (Class IIb, 

LOE C-LD). 


new for 2015 


new for 2015 


new for 2015 


new for 2015 


updated for 2015 


updated for 2015 


new for 2015 


new for 2015 


new for 2015 
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Appendix Continued 


Year Last Reviewed Topic Recommendation Comments 
2015 Clearing the Airway When Meconium However, if the infant born through meconium-stained amniotic fluid updated for 2015 
Is Present presents with poor muscle tone and inadequate breathing 


efforts, the initial steps of resuscitation should be completed 
under the radiant warmer. PPV should be initiated if the infant is 
not breathing or the heart rate is less than 100/min after the 
initial steps are completed. Routine intubation for tracheal 
suction in this setting is not suggested, because there is 
insufficient evidence to continue recommending this practice 
(Class Ilb, LOE C-LD). 
2015 Assessment of Heart Rate During resuscitation of term and preterm newborns, the use of 3-lead new for 2015 
ECG for the rapid and accurate measurement of the newborn's 
heart rate may be reasonable (Class Ilb, LOE C-LD). 
2015 Administration of Oxygen in In all studies, irrespective of whether air or high oxygen (including new for 2015 
Preterm Infants 100%) was used to initiate resuscitation, most infants were in 
approximately 30% oxygen by the time of stabilization. 
Resuscitation of preterm newborns of less than 35 weeks of 
gestation should be initiated with low oxygen (21% to 30%), and 
the oxygen concentration should be titrated to achieve preductal 
oxygen saturation approximating the interquartile range 
measured in healthy term infants after vaginal birth at sea level 
(Class |, LOE B-R). 


2015 Administration of Oxygen Initiating resuscitation of preterm newborns with high oxygen (65% new for 2015 
or greater) is not recommended (Class Ill: No Benefit, LOE B-R). 
2015 Positive Pressure Ventilation (PPV) There is insufficient data regarding short and long-term safety and new for 2015 


the most appropriate duration and pressure of inflation to 
support routine application of sustained inflation of greater than 
5 seconds’ duration to the transitioning newborn (Class IIb, LOE B-R). 
2015 Positive Pressure Ventilation (PPV) In 2015, the Neonatal Resuscitation ILCOR and Guidelines Task Forces updated for 2015 
repeated their 2010 recommendation that, when PPV is 
administered to preterm newborns, approximately 5 cm H20 PEEP 
is suggested (Class Ilb, LOE B-R). 


2015 Positive Pressure Ventilation (PPV) PPV can be delivered effectively with a flow-inflating bag, self-inflating updated for 2015 
bag, or T-piece resuscitator (Class lla, LOE B-R). 
2015 Positive Pressure Ventilation (PPV) Use of respiratory mechanics monitors have been reported to new for 2015 


prevent excessive pressures and tidal volumes and exhaled CO, 
monitors may help assess that actual gas exchange is occurring 
during face-mask PPV attempts. Although use of such devices is 
feasible, thus far their effectiveness, particularly in changing 
important outcomes, has not been established (Class IIb, LOE C-LD). 
2015 Positive Pressure Ventilation (PPV) Laryngeal masks, which fit over the laryngeal inlet, can achieve updated for 2015 
effective ventilation in term and preterm newborns at 34 weeks 
or more of gestation. Data are limited for their use in preterm 
infants delivered at less than 34 weeks of gestation or who weigh 
less than 2000 g. A laryngeal mask may be considered as an 
alternative to tracheal intubation if face-mask ventilation is 
unsuccessful in achieving effective ventilation (Class Ilb, LOE B-R). 
2015 Positive Pressure Ventilation (PPV) A laryngeal mask is recommended during resuscitation of term and updated for 2015 
preterm newborns at 34 weeks or more of gestation when 
tracheal intubation is unsuccessful or is not feasible (Class |, 
LOE C-E0). 
2015 CPAP Based on this evidence, spontaneously breathing preterm infants updated for 2015 
with respiratory distress may be supported with CPAP initially rather 
than routine intubation for administering PPV (Class IIb, LOE B-R). 
2015 Chest Compressions Compressions are delivered on the lower third of the sternum to updated for 2015 
a depth of approximately one third of the anterior-posterior 
diameter of the chest (Class Ilb, LOE C-LD). 
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Year Last Reviewed Topic Recommendation 


2015 


2015 


2015 


2015 


2015 


2015 


2015 


2015 


2015 


Chest Compressions Because the 2-thumb technique generates higher blood pressures 
and coronary perfusion pressure with less rescuer fatigue, the 2 
thumb-encircling hands technique is suggested as the preferred 
method (Class IIb, LOE C-LD). 

Chest Compressions It is still suggested that compressions and ventilations be 
coordinated to avoid simultaneous delivery. The chest should be 
allowed to re-expand fully during relaxation, but the rescuer’s 
thumbs should not leave the chest. The Neonatal Resuscitation 
ILCOR and Guidelines Task Forces continue to support use of a 
3:1 ratio of compressions to ventilation, with 90 compressions and 
30 breaths to achieve approximately 120 events per minute to 
maximize ventilation at an achievable rate (Class Ila, LOE C-LD). 

Chest Compressions A 3:1 compression-to-ventilation ratio is used for neonatal 
resuscitation where compromise of gas exchange is nearly 
always the primary cause of cardiovascular collapse, but 
rescuers may consider using higher ratios (eg, 15:2) if the arrest 
is believed to be of cardiac origin (Class Ilb, LOE C-EO). 

Chest Compressions The Neonatal Guidelines Writing Group endorses increasing the 
oxygen concentration to 100% whenever chest compressions are 
provided (Class Ila, LOE C-E0). 

Chest Compressions To reduce the risks of complications associated with hyperoxia the 
supplementary oxygen concentration should be weaned as soon 
as the heart rate recovers (Class |, LOE C-LD). 

Chest Compressions The current measure for determining successful progress in 
neonatal resuscitation is to assess the heart rate response. Other 
devices, such as end-tidal CO. monitoring and pulse oximetry, 
may be useful techniques to determine when return of 
spontaneous circulation occurs. However, in asystolic/ 
bradycardic neonates, we suggest against the routine use of any 
single feedback device such as ETCO, monitors or pulse 
oximeters for detection of return of spontaneous circulation, as 
their usefulness for this purpose in neonates has not been well 
established (Class Ilb, LOE C-LD). 

Induced Therapeutic Hypothermia Evidence suggests that use of therapeutic hypothermia in resource- 

Resource-Limited Areas limited settings (ie, lack of qualified staff, inadequate equipment, 
etc) may be considered and offered under clearly defined 
protocols similar to those used in published clinical trials and in 
facilities with the capabilities for multidisciplinary care and 
longitudinal follow-up (Class IIb, LOE-B-R). 

Guidelines for Withholding and However, in individual cases, when counseling a family and 

Discontinuing constructing a prognosis for survival at gestations below 
25 weeks, it is reasonable to consider variables such as perceived 
accuracy of gestational age assignment, the presence or absence 
of chorioamnionitis, and the level of care available for location of 
delivery. It is also recognized that decisions about 
appropriateness of resuscitation below 25 weeks of gestation will 
be influenced by region-specific guidelines. In making this 
statement, a higher value was placed on the lack of evidence for 
a generalized prospective approach to changing important 
outcomes over improved retrospective accuracy and locally 
validated counseling policies. The most useful data for antenatal 
counseling provides outcome figures for infants alive at the onset 
of labor, not only for those born alive or admitted to a neonatal 
intensive care unit (Class IIb, LOE C-LD). 

Guidelines for Withholding and Discontinuing We suggest that, in infants with an Apgar score of 0 after 10 minutes of 


resuscitation, if the heart rate remain undetectable, it may be reasonable 


to stop assisted ventilations; however, the decision to continue or 


discontinue resuscitative efforts must be individualized. Variables to be 


considered may include whether the resuscitation was considered 
optimal; availability of advanced neonatal care, such as therapeutic 


hypothermia; specific circumstances before delivery (eg, known timing of 


the insult); and wishes expressed by the family (Class IIb, LOE C-LD). 


Comments 


updated for 2015 


updated for 2015 


updated for 2015 


new for 2015 


new for 2015 


new for 2015 


new for 2015 


new for 2015 


updated for 2015 





$216 


300 


WYCKOFF et al 
Downloaded from by guest on March 14, 2016 


APPENDIX 





Appendix Continued 


Year Last Reviewed Topic Recommendation Comments 
2015 Structure of Educational Programs to Until more research is available to clarify the optimal instructor training new for 2015 
Teach Neonatal Resuscitation: Instructors methodology, it is suggested that neonatal resuscitation instructors 
be trained using timely, objective, structured, and individually 
targeted verbal and/or written feedback (Class IIb, LOE C-E0). 
2015 Structure of Educational Programs to Studies that explored how frequently healthcare providers or healthcare new for 2015 


Teach Neonatal Resuscitation: Providers 


students should train showed no differences in patient outcomes 
(LOE C-EO) but were able to show some advantages in psychomotor 
performance (LOE B-R) and knowledge and confidence (LOE C-LD) 
when focused training occurred every 6 months or more frequently. It 
is therefore suggested that neonatal resuscitation task training occur 
more frequently than the current 2-year interval (Class IIb, LOE B-R, 
LOE C-EO, LOE C-LD). 


The following recommendations were not reviewed in 2015. For more information, see the 2070 AHA Guidelines for CPR and ECC, “Part 15: Neonatal Resuscitation.” 


2010 


2010 


2010 


2010 


2010 


2010 


2010 


2010 


2010 


2010 


2010 





2010 


2010 


2010 


Temperature Control 


Clearing the Airway When Amniotic 
Fluid Is Clear 


Assessment of Oxygen Need and 


Administration of Oxygen 


Administration of Oxygen in Term Infants 


Administration of Oxygen in Term Infants 


Initial Breaths and Assisted Ventilation 


Initial Breaths and Assisted Ventilation 


Assisted-Ventilation Devices 


Assisted-Ventilation Devices 


Endotracheal Tube Placement 


Chest Compressions 


Epinephrine 


Epinephrine 


Volume Expansion 


All resuscitation procedures, including endotracheal intubation, chest 
compression, and insertion of intravenous lines, can be performed 
with these temperature-controlling interventions in place (Class 
llb, LOE C). 

Suctioning immediately after birth, whether with a bulb syringe or suction 
catheter, may be considered only if the airway appears obstructed or 
if PPV is required (Class Ilb, LOE C). 

It is recommended that oximetry be used when resuscitation can be 
anticipated, when PPV is administered, when central cyanosis persists 
beyond the first 5 to 10 minutes of life, or when supplementary oxygen 
is administered (Class |, LOE B). 

It is reasonable to initiate resuscitation with air (21% oxygen at sea level; 
Class llb, LOE C). 

Supplementary oxygen may be administered and titrated to achieve 
a preductal oxygen saturation approximating the interquartile range 
measured in healthy term infants after vaginal birth at sea level (Class 
llb, LOE B). 

Inflation pressure should be monitored; an initial inflation pressure of 
20 cm H20 may be effective, but =30 to 40 cm H20 may be required in 
some term babies without spontaneous ventilation (Class Ilb, LOE C). 

In summary, assisted ventilation should be delivered at a rate of 40 to 60 
breaths per minute to promptly achieve or maintain a heart rate of 
100 per minute (Class llb, LOE ©). 

Target inflation pressures and long inspiratory times are more 
consistently achieved in mechanical models when T-piece devices are 
used rather than bags, although the clinical implications of these 
findings are not clear (Class Ilb, LOE C). 

Resuscitators are insensitive to changes in lung compliance, regardless of 
the device being used (Class Ilb, LOE C). 

Although last reviewed in 2010, exhaled C0, detection remains the most 
reliable method of confirmation of endotracheal tube placement 
(Class lla, LOE B). 

Respirations, heart rate, and oxygenation should be reassessed 
periodically, and coordinated chest compressions and ventilations 
should continue until the spontaneous heart rate is <60 per minute 
(Class llb, LOE C). 

Dosing recommendations remain unchanged from 2010. Intravenous 
administration of epinephrine may be considered at a dose of 0.01 to 
0.03 mg/kg of 1:10 000 epinephrine. If an endotracheal administration 
route is attempted while intravenous access is being established, 
higher dosing will be needed at 0.05 to 0.1 mg/kg (Class Ilb, LOE C). 

Given the lack of supportive data for endotracheal epinephrine, it is 
reasonable to provide drugs by the intravenous route as soon as 
venous access is established (Class Ilb, LOE C). 

Volume expansion may be considered when blood loss is known or 
suspected (pale skin, poor perfusion, weak pulse) and the infant’s 
heart rate has not responded adequately to other resuscitative 
measures (Class llb, LOE C). 


not reviewed in 2015 


not reviewed in 2015 


not reviewed in 2015 


not reviewed in 2015 


not reviewed in 2015 


not reviewed in 2015 


not reviewed in 2015 


not reviewed in 2015 


not reviewed in 2015 


not reviewed in 2015 


not reviewed in 2015 


not reviewed in 2015 


not reviewed in 2015 


not reviewed in 2015 
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Recommendation 


Comments 


not reviewed in 2015 


An isotonic crystalloid solution or blood may be useful for volume 


Year Last Reviewed Topic 

2010 Volume Expansion 

2010 Volume Expansion 

2010 Induced Therapeutic Hypothermia 


Resource-Abundant Areas 


2010 Guidelines for Withholding and 
Discontinuing 


2010 Briefing/Debriefing 


expansion in the delivery room (Class llb, LOE ©). 

The recommended dose is 10 mL/kg, which may need to be repeated. When 
resuscitating premature infants, care should be taken to avoid giving 
volume expanders rapidly, because rapid infusions of large volumes 
have been associated with IVH (Class llb, LOE C). 

Inducedtherapeutic hypothermia was last reviewed in 2010; atthattime it 
was recommended that infants born at more than 36 weeks of 
gestation with evolving moderate-to-severe hypoxic-ischemic 
encephalopathy should be offered therapeutic hypothermia under 
clearly defined protocols similar to those used in published clinical 
trials and in facilities with the capabilities for multidisciplinary care 
and longitudinal follow-up (Class Ila, LOE A). 

The 2010 Guidelines provide suggestions for when resuscitation is not 
indicated, when it is nearly always indicated, and that under 
circumstances when outcome remains unclear, that the desires ofthe 
parents should be supported (Class llb, LOE C). 

It is still suggested that briefing and debriefing techniques be used 


not reviewed in 2015 


not reviewed in 2015 


not reviewed in 2015 


not reviewed in 2015 


whenever possible for neonatal resuscitation (Class Ilb, LOE C). 
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A 


acidosis, metabolic, 219, 221 
acrocyanosis, 46 
acute hypovolemia, 191 
acute tubular necrosis (ATN), 218-219 
air inlet in self-inflating resuscitation 
bags, 102 
airway 
alternatives (See endotracheal 
intubation; laryngeal mask) 
anatomical landmarks, 119, 
126-129 
clearing secretions from, 41-42, 73 
in babies born outside hospital 
or beyond immediate 
newborn period, 259 
initial cries and deep breaths 
clearing, 6 
obstruction, 250-254 
positioning head and neck to open, 
40-41 
alveoli 
absorption of fluid in, 6-7 
blood’s absorption of oxygen in, 6 
American Medical Association Code of 
Medical Ethics, 270 
American Academy of Pediatrics, 259 
American Heart Association, 259 
amniotic fluid, 18, 19, 51 
anesthetics, general, 257 
anomalies. See malformations or 
anomalies 
anticipated high-risk birth, personnel 
needed at, 20 
aorta, 4 
Apgar score, 192 
APLS: The Pediatric Emergency 
Medicine Source, 259, 260 
apnea, 219 
as indication for PPV, 72 
placental respiratory failure and, 3 
in preterm babies, 235 
arrhythmia, cardiac, 247 
arterial blood gases, 217, 235 
arterioles, 4, 8 
ATN. See acute tubular necrosis (ATN) 
autopsies, 272, 273 


babies. See newborns; preterm babies 

bacterial sepsis, 218, 229 

bag-and-mask ventilation, 67, 260 

bilateral breath sounds in confirming 
placement of endotracheal 
tube, 85, 86, 159, 160, 172, 
176 


birth. See also delivery 
anticipating need for resuscitation 
before every, 18 
changes following, 6-7 
newborn assessment immediately 
after, 37-38 
questions to ask before every, 19 
receipt of oxygen before, 4-5 
term, 37, 39 
time of, 36-37 
uncomplicated, 19, 35 
blood gases monitoring, 217, 235 
blood glucose monitoring, 218, 235 
blood volume 
hypotension and, 217-218 
loss and volume expander, 
190-191 
in preterm babies, 229 
at time of birth, placental, 36 
bradycardia, 193 
placental respiratory failure and, 3 
in preterm babies, 235 
brain injury, 218, 219 
breastfeeding, 218 
breathing, 8, 38 
assisted breaths, 68 
effect of narcotics administered to 
mother on baby’s, 257 
rate, 68 
during PPV, 77 
response to baby not, 45 
response to persistently low oxygen 
saturation and labored, 50 
Robin sequence and labored, 252 
sounds 
bilateral, 85, 86, 159, 160, 172, 
176 
diminished, 246-247 
and proper placement of 
endotracheal tube, 135 
spontaneous, 68, 86-87, 147 
bulb syringe, 25, 26, 30, 35, 39, 41, 51, 
258, 259 


C 


calcium, 216 
carbon dioxide detector, 91 
endotracheal tube and, 132-133, 174 

cardiac arrest, 3 

cardiac arrhythmia, 247 

cardiac monitor, 45, 47, 52, 81, 90, 112, 
165, 171-172, 180, 226-227, 
229 

carina, 119, 134, 138 

CDH. See congenital diaphragmatic 
hernia (CDH) 

central cyanosis, 36, 46-47, 60 





cesarean delivery, 165, 185, 214, 245. 


See also delivery. 


chest compressions 


A-B-C (Airway-Breathing- 
Compressions) sequence, 174 

for babies born outside hospital or 
beyond immediate newborn 
period, 260 

checking baby’s heart rate after 
starting, 171-172 

coordinated with positive-pressure 
ventilation, 170-171 

depth of, 168 

endotracheal tube, 118, 149 

in late preterm newborn not 
responding to effective 
ventilation, 165 

in newborns, 4 

performance checklist, 179-182 

potential complications, 174 

rate, 170 

two-finger technique for, 168 

what are, 165-166 

what to do if heart rate not 
improving after 60 seconds 
of, 172-173 

when to begin, 166 

when to stop, 172 

where to position hands during, 
167-168 

where to stand to administer, 167 


chest movement 


announcement of, 84 
checking for, 2, 9, 34, 66, 72, 73, 81, 
244 


choanal atresia, 252-254 
chorioamnionitis, 18, 35, 219, 229 
circulation 


fetal respiration and, 4-5 
placental, 36-37 
transitional, 5-7 
interruption in, 8 
newborn care in case of delayed, 
35-36 


clamping, umbilical cord, 6, 36-37 


delayed for preterm babies, 236-237 


cleft palate, 251 
comfort-care-only treatment, 273 
communication, effective, 11-12 


with parents whose baby is dying, 271 


compressed air and oxygen, 49 
concentration, oxygen, 49 
congenital diaphragmatic hernia 


(CDH), 255-257 


congenital heart disease, 247, 254 
congenital malformations and 


anomalies. See malformations 
or anomalies 
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congenital neuromuscular disorder, 257 
continuous positive airway pressure 
(CPAP), 8, 50, 67, 68, 
226-227. 
administered after initial 
stabilization period, 88 
administered during initial 
stabilization period, 87-88 
avoiding excessive pressure during, 
234 
distinction from PEEP, 86-87 
indication for, 72 
orogastric tube for, 89-90 
in post-resuscitation care, 215 
in preterm babies, 229, 232 
in response to labored breathing or 
persistently low oxygen 
saturation, 50 
spontaneous breathing and, 86-87 
CPAP. See continuous positive airway 
pressure (CPAP) 
cricoid cartilage, 117, 119, 127, 148 
crying, initial, 38 
crystalloid fluid, 190 
cyanosis, 36, 46-47, 60 


D 


death, newborn, 266-267 
follow-up arrangements for parents 
after, 273-274 
how to care for baby until, 272-273 
informing parents about impending, 
271 
organ donation after, 271 
palliative care and, 266, 269, 
270-271, 273 
and situations in which it is ethical 
not to initiate resuscitation, 
269-270 
support for nursery staff after, 274 
delayed umbilical cord clamping 
(DCC), 36-37 
delivery. See also birth 
high risk, 20 
personnel present at, 19-20 
supplies and equipment available at, 
21 
uncomplicated, 19, 35, 51, 258 
devices, resuscitation, 48, 50, 68-72 
dextrose, intravenous, 218 
diaphragm, 255-257 
dobutamine, 218 
documentation, accurate, 12 
dopamine, 218 
double-lumen sump tube for congenital 
diaphragmatic hernia, 
256-257 


308 


drying of newborns, 42 
ductus arteriosus, 4, 6, 7 


E 


ECG. See electrocardiogram (ECG) 
ECMO. See extracorporeal membrane 
oxygenation (ECMO) 
electrocardiogram (ECG), 47, 165 
checking heart rate during 
compressions, 172 
for monitoring baby’s response to 
positive-pressure ventilation, 
81 
for preterm babies, 229 
tension pneumothorax and, 245 
electrolyte disturbances, 219 
end of life, ethics and care at, 266-274 
endotracheal intubation, 53, 83, 
117-118, 226 
assisting with, 138-139 
bilateral breath sounds confirming 
placement of, 85, 86, 159, 160, 
172, 176 
carbon dioxide detector, 132-133, 
174 
epinephrine administration via, 187, 
188 
equipment for, 119-122 
how to confirm placement in the 
trachea, 132 
how to perform, 125 
insertion of tube, 129-130 
depth, 134-135 
performance checklist, 156-161 
positioning for, 123-124 
improper, 133-134 
preparation of laryngoscope for, 
123 
prior to starting chest compressions, 
149 
to remove thick secretions, 
250-251 
resuscitation with PPV using, 117 
for Robin sequence, 252 
securing tube in, 130-131, 
136-138 
sedative premedication before, 149 
for suction, 139 
time allowed for attempting, 131 
ventilating through, 131 
when to consider using, 118 
worsening condition after, 140 
epiglottis, 119 
epinephrine, 4 
administration, 188 
concentration, 187 
dose, 188, 202 


function of, 186 

indication, 187 

preparation, 187 

route of administration, 187-188, 
202 


summary, 189 
what to do if baby not responding 
after giving, 191-192 
what to expect after giving, 
188-189 
equipment, neonatal resuscitation, 21, 
25-27 
esophagus, 119 
ethics, 14, 266-267 
critical care interventions, 221 
with dying baby, 202 
of initiating resuscitation for 
extremely preterm babies, 
268-269 
and laws related to neonatal 
resuscitation, 271 
obligation to continue 
life-sustaining therapies, 
270-271 
principles applied to neonatal 
resuscitation, 267 
in resuscitating a newborn at 
threshold of viability, 238 
and role parents should play in 
decisions about resuscitation, 
268 
situations in which it is ethical not 
to initiate resuscitation, 
269-270 
what to do if uncertain about 
chances of survival or serious 
disability, 270 
when uncertain about chances of 
survival or serious disability 
of preterm babies, 238 
extracorporeal membrane oxygenation 
(ECMO), 217 
extremely preterm babies, 227-228 
counseling parents before birth of, 
237-238 
decisions regarding initiating 
resuscitation for, 268-269 
and situations in which it is ethical 
not to initiate resuscitation, 
269-270 


F 


face masks. See masks 
feeding problems, 218 
fetal heart rate, 28 
fetal lungs, 4, 255-256 
fetal monitoring, 3 


flow-control valve, 71, 87, 103 
adjusting inflation of flow-inflating 
bag using, 106 
testing flow-inflating bag using, 


105 
Flow Diagram, 2, 8-10, 34, 116, 164, 
174, 184, 244 


flow-inflating bags, 69, 70-71 
adjusting inflation of, 106 
advantages and disadvantages, 92 
parts, 103-104 
for preterm babies, 229, 233 
proper inflation, 104 
testing before use, 105 

flowmeter, oxygen, 49-50 

foramen ovale, 6 

forceps or vacuum-assisted delivery, 

need for neonatal 
resuscitation and, 18 

free-flow oxygen, 48, 50 
devices for giving, 92-93 
given via resuscitation device, 92-93 
labored breathing or low oxygen 

saturation with, 86-88 


G 


gasping, 72 
gastric drain tube, 147 
gastrointestinal bleeding, 216 
general anesthetics, 257 
gestational age 
assessment of newborn, 37-38 
ethics of initiating resuscitation and, 
269-270 
full term, 37, 39 
need for neonatal resuscitation and, 
18, 19 
oxygen blender setting by, 77 
glottis, 117, 119 
laryngeal mask and, 118, 141 
moving tongue to expose, 126 
viewing of, 123-124, 127 
glucose levels, 218, 235 


H 


heart disease, congenital, 247, 254 
heart rate, 28 
after giving epinephrine, 188-189 
check after starting chest 
compressions, 171-172 
deterioration of function and, 8 
epinephrine indication and, 187 
in evaluating newborn, 44-45 
how long to continue resuscitation 
in baby with no detectable, 
192-193 


increase with endotracheal 
intubation, 133 
as indication for PPV, 72 
not improving after 60 seconds of 
chest compressions, 172-173 
in PPV 
first assessment, 81-82 
labored breathing or low oxygen 
saturation with, 86-88 
second assessment, 85-86 
response to low, 45, 165 
tension pneumothorax and, 245 
HIE. See hypoxic-ischemic 
encephalopathy (HIE) 
high-risk delivery, 20 
alternative airway equipment for, 
119-121 
hydrops fetalis, 18, 247 
hypertension, pulmonary, 217 
hyperthermia, 219 
hypoglycemia, 218 
in preterm babies, 229 
hypoplasia, pulmonary, 256-257 
hypotension, 217-218 
hypothermia, 219 
in preterm babies, 229-231 
when to consider therapeutic, 220 
hypovolemia, 188 
acute, 191 
volume expander for, 190-191 
hypovolemic shock, 190 
hypoxic-ischemic encephalopathy 
(HIE), 219 


infection 
as complication of umbilical venous 
catheter insertion, 194 
lethargy due to, 219 
pleural effusion caused by, 247 
pneumonia, 217 
inspiratory pressure 
manometer and, 71, 102 
peak, 68, 70, 71, 108, 226 
PPV, 67, 78, 232 
testing flow-inflating bag before use 
and, 105 
T-piece resuscitator, 108, 109 
valve, 72 
inspiratory time (IT), 68, 92 
International Liaison Committee on 
Resuscitation (ILCOR), 53 
intraosseous epinephrine, 187, 188 
intraosseous needle 
insertion procedure, 198-200 
syringe aspiration, 202 
when to use, 198 





intravenous epinephrine, 187, 188 

intubation, endotracheal. See 
endotracheal intubation 

in utero compromise, 5-7 

IT. See inspiratory time (IT) 


J 


Joint Commission, 10 


K 


Key Behavioral Skills, 21, 32 


L 


laryngeal mask, 83, 118 
for airway obstruction, 254 
complications with, 148 
confirmation of proper placement 
of, 146-147 
designs, 141-142 
equipment for, 119-121 
gastric drain tube with, 147 
inflation, 145 
insertion, 144-145 
limitations of, 142-143 
performance checklist, 156-161 
placement, 143-146 
by nurses and respiratory care 
practitioners, 149 
positioning for insertion of, 144 
preparation, 143 
removal, 147 
securing of, 146 
ventilation through, 146 
when cannot ventilate or intubate, 
140-141 
when to consider using, 118, 142 
laryngoscope, 123 
blades in endotracheal intubation, 
25, 26, 31 
how to hold, 125 
insertion and identification of key 
landmarks using, 126-129 
larynx, 119 
laws related to neonatal resuscitation, 
271 
life-sustaining treatment, ethical 
obligation to continue, 
270-271 
lungs 
alveoli (See alveoli) 
fetal, 4, 255-256 
newborn, 5-7 
pleural effusion, 247-248 
pneumothorax, 246-247 
pulmonary hypertension, 217 
in preterm babies, 228 
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M 


magnesium sulfate therapy, 18, 257 
malformations or anomalies 
of lung development that complicate 
resuscitation, 255-256 
need for neonatal resuscitation and, 
18, 142, 216-219 
pharynx, 251-252, 254 
Robin sequence, 142, 251-252 
and situations in which it is ethical 
not to initiate resuscitation, 
269-270 
manometer, 68, 71, 101, 102, 104 
mask 
adjustment, 82 
carbon dioxide detector with, 91 
laryngeal (See laryngeal mask) 
leaks in preterm babies, 232 
MR. SOPA corrective steps for, 
82-85 
one-handed technique for placing, 
75 
placement on baby’s face, 75 
precautions with using, 76 
sizes, 74 
two-hand technique for placing, 76, 
82 
mattresses, thermal, 230 
meconium 
aspirator, 25, 139, 251 
for trachea suctioning, 139-140 
endotracheal intubation for 
suctioning of, 139 
pneumothorax and, 246 
presence of 
in amniotic fluid, 18, 51, 251 
in non-vigorous newborn, 53 
in vigorous, term newborn, 39, 
51, 60 
suctioning of, 41, 139, 250, 251 
medications/drugs 
dobutamine, 218 
dopamine, 218 
epinephrine, 4, 10 
administration, 188 
concentration, 187 
dose, 188, 202 
function of, 186 
indication, 187 
preparation, 187 
route of administration, 
187-188, 202 
what to do if baby not improving 
after giving, 191-192 
what to expect after giving, 
188-189 
general anesthetics, 257 
magnesium sulfate, 18, 257 
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narcotics, 18, 257 
for dying baby, 272 
newborns requiring emergency, 186 
nitric oxide, 94, 217 
performance checklist, 207-212 
prior to intubation, 149 
sodium bicarbonate, 221 
used with PPV and chest 
compressions, 185-186 
volume expander 
administration, 191 
crystalloid fluid, 190 
dose, 190 
preparation, 191 
red blood cells, 190 
route of administration, 191 
selection of, 190 
summary, 191 
what to do if baby not improving 
after giving, 191-192 
when to consider administering, 
190 
meningitis, 229 
metabolic abnormalities, 219 
metabolic acidosis, 219, 221 
metabolism, fetal, 4 
mortality. See death, newborn 
mouth-to-mouth-and-nose 
resuscitation, 260 
MR. SOPA steps, 82-85, 250 
multiple gestation, need for neonatal 
resuscitation and, 18, 19 
muscle tone assessment, 38 


naloxone, 257 
narcotics 
for dying baby, 272 
lethargy in baby due to exposure to, 
219 
need for neonatal resuscitation and, 
18, 257 
nasal-tragus length (NTL), 228 
neurologic injury, prevention of, 
234-235 
neuromuscular disorder, 257 
newborns 
Apgar score, 192 
assessment immediately after birth, 
37-38 
breech presentation of, 18 
care 
delayed transition, 35-36 
initial steps, 39-42 
uncomplicated birth, 35 
chest compressions on, 4 
with congenital anomalies, 18, 142, 
251-252 


cyanotic, 46-47 
death (See death, newborn) 
lungs, 5-7 
need for resuscitation, 3 
perinatal compromise in, 18 
positioning (See positioning, 
newborn) 
requiring emergency medication, 186 
response to interruption in normal 
transition, 8 
transitional circulation in, 5-7 
nitric oxide, 94, 217 
non-vigorous newborns, care of, 40-42, 
51 
NTL. See nasal-tragus length (NTL) 
nutrition and feeding problems, 218 


(0) 


obstruction, airway, 250-254 
oligohydramnios, 256-257 
one-handed technique for placing 
mask, 75 
opiates, 257 
organ donation, 271 
orogastric tube, 89-90 
for congenital diaphragmatic hernia, 
256-257 
overheating, 40, 231 
oximeters/oximetry 
attachment to hand or wrist, 52-53 
guiding treatment, 47 
how to use, 46-47 
tips for using, 47 
oxygen 
blender, 49-50, 77 
concentration 
optimal, 93-94 
for starting positive-pressure 
ventilation, 76-77 
diffusion by the placenta, 4 
flowmeter, 49-50 
free-flow, 48, 50, 86-88, 92-93 
hypotension and, 217-218 
metabolic acidosis and, 219 
partial pressure of, 46-47 
pulse oximetry, 46-47 
receipt of 
after birth, 5-7 
before birth, 4-5 
reservoir, self-inflating bag, 102 
routine use of 100%, 93-94 
supplemental 
compressed air and, 49 
concentration, 49-50 
continuous, 50 
need for, 48-49 
targeting pre-ductal saturation, 48 
use in preterm babies, 233-234 


P 


palliative care, 266, 269, 270-271, 273 
PALS. See Pediatric Advanced Life 
Support (PALS) 
parents 
follow-up arrangements after death 
of baby, 273-274 
informed that their baby is dying, 
271 
pre-birth counseling and extremely 
preterm babies, 237-238 
private time with dying baby, 
272-273 
role in decisions about resuscitation, 
268 
partial pressure of oxygen, 46-47 
patent foramen ovale, 4 
patient (gas) outlet 
manometer and, 102, 104 
self-inflating bags, 102 
T-piece resuscitator, 108 
peak inspiratory pressure (PIP), 68, 70, 
71, 108, 226 
Pediatric Advanced Life Support 
(PALS), 259, 260 
Pediatric Education for Prehospital 
Professionals (PEPP), 259, 
260 
PEEP. See positive end-expiratory 
pressure (PEEP) 
PEPP. See Pediatric Education for 
Prehospital Professionals 
(PEPP) 
performance checklists 
alternative airways, 156-161 
chest compressions, 179-182 
emergency medications, 207-212 
initial steps of newborn care, 58-63 
positive-pressure ventilation, 110-114 
preparing for resuscitation, 29-32 
perinatal risk factors increasing the 
likelihood of neonatal 
resuscitation, 18 
persistent pulmonary hypertension of 
newborn (PPHN), 217 
pharynx anomalies, 251-252, 254 
PIP. See peak inspiratory pressure (PIP) 
placenta, 4 
blood volume at time of birth, 36 
placenta previa, 37, 236 
pleural effusion, 247-248 
evacuation of, 248-250 
pneumonia, 217 
pneumothorax, 246-247 
evacuation of, 248-250 
tension, 188, 245-246 
polyethylene plastic wrapping, 42, 
230-231 


pop-off valve, 70, 72, 83, 102, 104 
positioning, newborn 
for chest compressions, 167-168 
for face-mask placement, 74-76 
for insertion of laryngeal mask, 144 
for intubation, 123-124, 125 
positive end-expiratory pressure 
(PEEP), 68, 226 
distinction from CPAP, 86-87 
heart rate assessment, 81-82 
in preterm babies, 229, 232-233 
testing flow-inflating bag for, 105 
valve, self-inflating bag, 102 
positive-pressure ventilation (PPV), 3, 
8, 165. 
avoiding excessive pressure during, 
234 
for babies born outside hospital or 
beyond immediate newborn 
period, 260 
chest compressions coordinated 
with, 170-171 
common terminology, 68 
congenital diaphragmatic hernia 
and, 255-257 
delivery devices, 48-49, 68-72 
with endotracheal tube, 117, 118 
evaluating baby’s response to, 81 
in extremely preterm baby, 227-228 
following uneventful delivery, 258 
if baby not breathing or heart rate 
low, 45 
indications for, 72 
initiating, 67 
laryngeal mask and, 140-141 
MR. SOPA corrective steps, 82-85 
Neonatal Resuscitation Program 
focus on, 68 
orogastric tube for, 89-90 
performance checklist, 110-114 
personnel present at delivery skilled 
in, 19 
positioning mask on baby’s face for, 
74-76 
preparing for, 73-74 
in preterm babies, 232-233 
starting 
oxygen concentration for, 76-77 
pressure setting for, 78 
tension pneumothorax and, 
245-246 
using resuscitation bag and mask, 67 
ventilation rate, 77 
postpartum unit 
monitoring performed in, 221 
protocol for baby found 
unresponsive in, 260-261 
uneventful delivery followed by 
emergency in, 258 





post-resuscitation care, 215 
early term pregnancy with fetal 
distress example, 214 
for medical conditions occurring in 
babies who required 
resuscitation, 216-219 
and monitoring performed in 
mother’s room, 221 
routine postnatal care and, 214 
team debriefing, 12 
PPHN. See persistent pulmonary 
hypertension of newborn 
(PPHN) 
PPV. See positive-pressure ventilation 
(PPV) 
pre-birth questions, 19 
pre-ductal oxygen saturations, 48 
preeclampsia, need for neonatal 
resuscitation and, 18 
pre-resuscitation team briefing, 20-21 
preterm babies 
additional resources for 
resuscitating, 229 
apnea and bradycardia in, 235 
blood glucose levels in, 218, 235 
chest compressions for, 165 
covering in polyethylene plastic, 42, 
230-231 
dangers of use of 100% oxygen with, 
93-94 
delaying umbilical cord clamping 
for, 236-237 
extremely, 227-228 
counseling parents before birth 
of, 237-238 
decisions regarding initiating 
resuscitation for, 268-269 
higher risk of complications in, 
228-229 
how much oxygen to use in, 
233-234 
initial care, 40 
laryngeal mask use in, 143 
maintaining normal temperature in, 
229-231 
resuscitation and stabilization of 
extremely, 227-228 
stabilization of, 226-227 
surfactant administration for 
respiratory distress in, 233 
temperature monitoring, 235 
what to do to decrease chances of 
neurologic injury in, 
234-235 
prolapsed umbilical cord, need for 
neonatal resuscitation and, 18 
pulmonary arterioles, sustained 
constriction of, 4 
pulmonary hypertension, 217 
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pulmonary hypoplasia, 256-257 

pulse oximetry, 46-47 
attachment to hand or wrist, 52-53 
in preterm babies, 235 
for pulmonary hypertension, 217 


Q 


quick equipment checklist, 25 


R 


radiant warmer, 8, 21, 25, 27, 267 
for babies born outside hospital or 
beyond immediate newborn 
period, 259 
for delayed transition, 35 
for preterm babies, 37-38, 40, 226 
rapid evaluation questions, 37-39 
renal failure, 218-219 
Replogle tube, 256-257 
respirations 
in dying baby, 272 
in evaluating newborn, 19, 44 
gasping, 44, 45 
labored, 86, 113 
spontaneous, 147, 185, 245 
stabilized, 226 
respiratory distress 
before birth, 3 
due to narcotics given to mother, 257 
pneumothorax and, 246-247 
reasons for, 257 
surfactant administration for, 233 
resuscitation. 
devices, 48, 50, 68-72, 92 
Flow Diagram, 2 
principles of, 1-14 
teams (See teams and teamwork) 
right-to-left shunt, 4, 6 
Robin sequence, 142, 251-252 


S 


secondary apnea, 8 
seizures, 219 
self-inflating bags, 48, 68, 70 
advantages and disadvantages, 92 
oxygen reservoir, 102 
parts, 101-102 
testing before use, 103 
sepsis, 218, 229 
shock, hypovolemic, 190 
shoulder dystocia, need for neonatal 
resuscitation and, 18 
situational awareness, 11 
sniffing position, 40-41, 73, 75, 83, 94, 
123, 125, 258, 260 
sodium bicarbonate, 221 
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special considerations 
airway obstruction, 250-254 
babies born outside hospital or 
beyond immediate newborn 
period, 258-260 
congenital diaphragmatic hernia, 
255-257 
decreased respiratory drive, 257 
identifying newborn with air or 
fluid collection around lung, 
246-248 
pleural effusion, 247-248 
evacuation of, 248-250 
pneumothorax, 246-247 
evacuation of, 248-250 
pulmonary hypoplasia, 256-257 
tension pneumothorax, 188, 
245-246 
thoracentesis, 248-250 
uneventful birth followed by 
emergency, 258 
when baby found unresponsive in 
mother’s room, 260-261 
spontaneous breathing, 68, 86-87, 147 
stabilization 
precautions to take after initial 
period of, 235 
of preterm babies, 226-227 
and resuscitation of baby born 
extremely preterm, 227-228 
stimulating newborns, 42 
stylet, 122 
suctioning, 41-42, 52, 53, 83 
in babies born outside hospital or 
beyond immediate newborn 
period, 259 
by bulb syringe, 25, 26, 30, 35, 39, 
41, 51, 258, 259 
endotracheal intubation for, 139 
thick secretions, 250-251 
trachea, 139-140 
supplemental oxygen 
administration, 48-49 
continuous, 50 
compressed air and, 49 
concentration, 49-50 
need for, 48-49 
surfactant, 233 


T 


teams and teamwork, 10-14, 19, 21, 52 
ideal number of people on, 22 
leaders, 22 

temperature 
hypothermia and hyperthermia, 219 
management for babies born outside 

hospital or beyond immediate 
newborn period, 259 


monitoring after resuscitation and 
stabilization period, 235 
newborn body, 40 
overheating, 40, 231 
polyethylene plastic for maintaining 
normal, 42, 230-231 
therapeutic hypothermia and, 220 
tension pneumothorax, 188, 245-246 
term, birth of baby at, 37, 39 
therapeutic hypothermia, 220 
thermal mattresses, 230 
thick secretions and airway obstruction, 
250-251 
thoracentesis, 248-250 
thyroid, 119 
time of birth, 36-37 
total-body edema (hydrops fetalis), 
247 
T-piece resuscitator, 48, 50, 69, 
71-72 
adjusting concentration of oxygen 
in, 109 
adjusting pressure with, 83 
advantages and disadvantages, 92 
correct use of, 107-108 
free-flow oxygen via, 92-93 
parts, 107 
preparation of, 108-109 
in preterm babies, 229, 233 
testing before use, 109 
trachea, 119 
congenital diaphragmatic hernia 
and, 256-257 
suctioning, 139-140 
transillumination test, 246-247 
transitional circulation 
newborn care in case of delayed, 
35-36 
response of newborn to interruption 
in normal, 8 
steps in normal, 5-7 
Trendelenburg position, 234 
Trisomy 21, 142 
two-finger technique for chest 
compressions, 168 


U 


umbilical catheter 
for babies born outside hospital or 
beyond immediate newborn 
period, 260 
insertion, 185, 194-197 
preparation/priming of, 19 
umbilical cord 
clamping of, 6, 36-37 
delayed for preterm babies, 
236-237 
prolapse, 20 


umbilical vein 
catheter insertion, 19, 185, 194-197 
catheterization in babies born 
outside hospital or beyond 
immediate newborn period, 
260 
constriction of, 4 
fetal blood movement through, 4 
uncomplicated delivery, 19, 35 
followed by emergency in 
postpartum room, 258 
meconium-stained amniotic fluid 
and, 51 


V 


vallecula, 119, 126, 127 

vascular access in babies born outside 
hospital or beyond immediate 
newborn period, 260 


ventilation. See also continuous positive 


airway pressure (CPAP); 
oxygen; positive-pressure 
ventilation (PPV) 
advantages and disadvantages of 
each type of device in, 92 
assistance for preterm babies, 
231-233 
carbon dioxide detector for 
assessing efficacy of, 91 
chest compression when newborn 
not responding to, 165 
management for babies born 
outside hospital or beyond 
immediate newborn period, 
259, 260 
of preterm babies, 231-233 
through endotracheal tube, 131 
through laryngeal mask, 146 





vigorous newborns. See also 


uncomplicated delivery 
postnatal care, 214 
presence of meconium in, 39, 51, 60 
suctioning of, 52 


vocal cords, 119, 147 
volume expander 


administration, 191 

crystalloid fluid, 190 

dose, 190 

preparation, 191 

red blood cells, 190 

route of administration, 191 

selection of, 190 

slow infusion of, 235 

summary, 191 

what to do if baby not improving 
after giving, 191-192 

when to consider administering, 190 
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An evaluation for the Textbook of Neonatal Resuscitation, 7th edition, 
may be completed online at http://www2.aap.org/nrp/. 
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